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INTRODUCTION 


This  report  presents  selected  characteristics  of  the  resident  population  at  each 
of  the  four  North  Carolina  Centers  for  the  Mentally  Retarded  on  June  30,  1976  and 
June  30,  1977.  Number  and  percentage  distributions  are  provided  for  age  groups, 
race-sex  groups,  levels  of  retardation,  length  of  stay  cateaories  and  primary 
etiology  (AAMD)  categories.  Means  and  median  are  provided  for  age  and  length  of 
stay.  Also  included  is  a graph  representing  population  trends  in  the  Mental 
Retardation  Centers  for  fiscal  years  1954-1955  through  1976-1977. 


SUMMARY 

AGE  - The  mean  age  for  the  3,240  residents  at  the  MR  Centers  on  June  30,  1977 
was  27.4  years  as  compared  to  a mean  of  26.6  years  for  the  3,50A  residents  on 
June  30,  1976.  For  June  30,  1977  the  mean  ages  ranged  from  20.7  for  Western 
Carolina  Center  to  31.5  for  Caswell  Center. 

RACE-SEX  - On  June  30,  1977,  white  males  comprised  40.4  percent  of  the  resident 
population  as  compared  to  41.1  percent  for  June  30,  1976.  Only  43.6  percent 
of  the  residents  on  June  30,  1977  were  females  although  females  account  for  an 
estimated  51.4  percent  of  the  general  North  Carolina  Population.  /]_  Also  for 
June  30,  1977,  28.1  percent  of  the  MR  Center  residents  were  nonwhites,  as 
compared  to  23.2  percent  in  the  general  population.  ZJL 

LEVEL  OF  RETARDATION  - On  June  30,  1977,  57.5  percent  of  the  MR  Center  residents 
were  profoundly  retarded  according  to  impairment  of  intellectual  functioning. 
[Levels  of  retardation  based  upon  impairment  of  adaptive  behavior  are  not 
available  from  these  data.] 

LENGTH  OF  STAY  - The  median  lenath  of  stay  for  residents  on  June  30,  1977  was 
11.9  years  as  compared  to  a median  of  10.9  years  for  residents  on  June  30,  1976. 
For  June  30,  1977,  the  medians  ranged  from  8.3  years  for  Western  Carolina  Center 
to  13.2  years  for  Caswell  Center. 


•i 


11  Refer  to  MSR  1-80,  Estimated  North  Carolina  Population,  July  1,  1977.  County  by  Race 
and  by  Tex'.  — ' " 
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FIGURE  1 

RESIDENT  POPULATION?  END  OF  THE  FISCAL  YEAR 
NORTH  CAROLINA  CENTERS  FOR  THE  MENTALLY  RETARDED 
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RALEIGH,  NORTH  CAROLINA  2/011 

r /-\  l_  el  i u n 

Report  No.  2-34,  Series  MSR-2 

MR  CENTER  RESIDENT  POPULATION 

PROFILE 

JUNE  30,  1978 

PROFILE  OF  THE  RESIDENT  POPULATION,  JUNE  30,  1978 
NORTH  CAROLINA  CENTERS  FOR  THE  MENTALLY  RETARDED 

INTRODUCTION 

This  report  presents  selected  characteristics  of  the  resident  population  at 
each  of  the  four  North  Carolina  Centers  for  the  Mentally  Retarded  on  June 
30,  1978.  Number  and  percentage  distributions  are  provided  for  age  groups, 
race-sex  groups,  levels  of  retardation,  length  of  stay  categories,  and 
primary  etiology  (AAMD)  categories.  Means  and  medians  are  provided  for  age 
and  length  of  stay.  Also  included  is  a graph  representing  population  trends 
in  the  Mental  Retardation  Centers  for  fiscal  years  1955-1956  through  1977-1978. 


SUMMARY 


AGE  - The  mean  age  for  the  3,077  residents  at  the  MR  Centers  on  June  30,  1978 
was  28.3  years  as  compared  to  a mean  of  27.4  years  for  the  3,240  residents 
on  June  30,  1977.  For  June  30,  1978  the  mean  ages  ranged  from  21.5  for 
Western  Carolina  Center  to  32.6  for  Caswell  Center. 

RACE-SEX  - On  June  30,  1978,  white  males  comprised  40.6  percent  of  the 
resident  population  as  compared  to  40.4  percent  for  June  30,  1977.  Only 
43.0  percent  of  the  residents  on  June  30,  1978  were  females  although 
females  account  for  an  estimated  51.5  percent  of  the  general  North  Carolina 
population./]_  Also  for  June  30,  1978,  28.6  percent  of  the  MR  Center  residents 
were  nonwhites,  as  compared  to  23.4  percent  in  the  general  population./! 

LEVEL  OF  RETARDATION  - On  June  30,  1978,  61.1  percent  of  MR  Center  residents 
were  profoundly  retarded  according  to  impairment  of  intellectual  functioning. 
[Levels  of  retardation  based  upon  impairment  of  adaptive  behavior  are  not 
available  from  these  data.] 

LENGTH  OF  STAY  - The  median  length  of  stay  for  residents  on  June  30,  1978 
was  12.9  years  as  compared  to  a median  of  11.9  years  for  residents  on 
June  30,  1977.  For  June  30,  1978  the  medians  ranged  from  9.3  years  for 
Western  Carolina  Center  to  14.2  years  for  Caswell  Center. 


Prepared  by:  Gordon  Daughtry 

Typed  by:  Commilus  H.  Baker 

Division  of  Mental  Health  and 
Mental  Retardation  Services 
Statistics  Section 
P.  0.  Box  7598 

Raleigh,  North  Carolina  27611 
October  24,  1978 


/I  Refer  to  MSR  1-84,  Estimated  North  Carolina  Population,  July  1,  1978, 
County  by  Race  and  by  Sex. 
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RESIDENT  POPULATION,  END  OF  THE  FISCAL  YEAR 
NORTH  CAROLINA  CENTERS  FOR  THE  MENTALLY  RETARDED 
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STATISTICS  SECTION 

DIV.  OF  MENTAL  HEALTH/MENTAL  RETARDATION/ 
SUBSTANCE  ABUSE  SERVICES 

N.  C.  DEPARTMENT  OF  HUMAN  RESOURCES 

ANDERSON  BLDG.,  DIX  HOSPITAL 

RALEIGH,  NORTH  CAROLINA  2761 1 

Report  Mo.  2-37,  Series  MSR-2 

MR  Center  Resident  Population 
Profile  N.  Q» 

June  30,  1979  Doc. 

PROFILE  OF  THE  RESIDENT  POPULATION,  JUNE  30,  1979 
NORTH  CAROLINA  CENTERS  FOR  THE  MENTALLY  RETARDED 

NORTH  CAROLINA  STATE  LIBRARY 
RALEIGH 


INTRODUCTION 


This  report  presents  selected  characteristics  of  the  resident  population  at  each 
of  the  four  North  Carolina  Centers  for  the  Mentally  Retarded  on  June  30,  1979. 
Number  and  percentage  distributions  are  provided  for  age  groups,  race-sex  groups, 
length-of-stay  categories,  and  levels  of  IQ  and  adaptive  behavior  impairments. 
Means  and  medians  are  provided  for  age  and  length-of-stay.  Also  included  is  a 
graph  representing  resident  population  trends  in  the  Mental  Retardation  Centers 
for  fiscal  years  1956-1957  through  1978-1979. 


SUMMARY 

AGE  - The  mean  age  for  the  3,063  residents  at  the  MR  Centers  on  June 
30,  1979  was  29.1  years  as  compared  to  a mean  of  28.3  years  for  the 
3,077  residents  on  June  30,  1978.  For  June  30,  1979,  the  mean  ages 
ranged  from  22.3  for  Western  Carolina  Center  to  33.4  for  Caswell  Center. 

RACE-SEX  - On  June  30,  1979,  white  males  comprised  40.4  percent  of  the 
resident  population  as  compared  to  40.6  percent  for  June  30,  1978.  Only 
43.2  percent  of  the  residents  on  June  30,  1979  were  females  although 
females  account  for  an  estimated  51.5  percent  of  the  general  North  Carolina 
Popul ation.Zl  Also  for  June  30,  1979,  28.9  percent  of  the  MR  Center 
residents  were  nonwhites,  as  compared  to  23.2  percent  in  the  general 
population.  Z1 

LEVEL  OF  RETARDATION  - On  June  30,  1979,  65.2  percent  of  MR  Center 
residents  were  profoundly  impaired  in  intellectual  functioning  and 
62.1  percent  were  profoundly  impaired  in  adaptive  behavior. 

LENGTH-OF-STAY  - The  median  length  of  stay  for  residents  on  June  30,  1979 
was  13.9  years  as  compared  to  a median  of  12.9  years  for  residents  on 
June  30,  1978.  For  June  30,  1979,  the  medians  ranged  from  10.2  years  for 
Western  Carolina  Center  to  15.1  years  for  Caswell  Center. 


PREPARED  BY:  Gordon  Daughtry 

TYPED  BY:  Commilus  H.  Baker 

Statistics  Section 
Div.of  Mental  Health/Mental 
Retardation/SAS 

N.  C.  Dept,  of  Human  Resources 

Raleigh,  N.C.  27611 

DATE:  January  14  , 1980 


/I  Refer  to  MSR  1-87,  Estimated  North  Carolina  Population,  July  1,  1979, 
County  by  Race  and  by  Sex. 


FIGURE  1 


• O' 
+ r*- 


• r^ 

4-  h- 


• o 

+ r*- 


• m 

+ r~ 


o 

f^- 


• cr 

4-  vC 


cc 


sC 

sO 


r<~, 


4-  vC 


• tv 

4-  O 


+ sC 


O 

4D 


a 

IT. 


cc 

m 


• h- 
4-  it. 


a.  u o' 


a c cl 


RESIDENT  POPULATION,  END  OF  FISCAL  YEAR  19 


TABLE  1 PAGE  1 


PROFILE  OF  THE  RESIDENT  POPULATION  ON  JUNE  30,  1379 
NORTH  CAROLINA  CENTERS  FOR  ThE  MENTALLY  RETARDED 


TOTAL 

WESTERN 

MURDOCH 

O' BERRY 

CASWELL 

N 

5b' 

N 

5b 

N 

5b 

N 

% 

N 

ib 

RESIDENT  POPIJI  ATTON 

3063 

# 

496 

* 

933 

* 

563 

* 

1071 

« 

AGP 

1-5  Years 

2 

0.1 

2 

0.4 

0 

0.0 

0 

0.0 

0 

0.0 

6-12  Years 

112 

3-7 

42 

8.5 

24 

2.6 

28 

5.0 

18 

1-7 

13  - 17  Years 

403 

13.2 

105 

21.2 

103 

11.6 

86 

13-3 

104 

9.7 

18-20  Years 

358 

11.7 

79 

15.9 

94 

10.1 

84 

14.9 

101 

9.4 

21  - 24  Years 

459 

15.0 

102 

20.6 

139 

14.9 

76 

13-5 

142 

13.3 

25  - 34  Years 

936 

30.6 

133 

26.8 

321 

34.4 

192 

34.1 

290 

27.1 

35-44  Years 

406 

13.2 

25 

5.0 

120 

12.9 

71 

12.6 

190 

17.7 

45  - 54  Years 

206 

6-7  . 

6 

1.2 

79 

8.3 

17 

3.0 

104 

9-7 

55  - 64  Years 

123 

4.0 

2 

0.4 

31 

3-3 

8 

1.4 

82 

7*7 

65  + Years 

98 

1.9 

0 

0.0 

17 

1.8 

1 

0.2 

40 

3-7 

MEAN  AGE 

29.1 

22.3 

29.6 

26.0 

33.4 

MEDIAN  AGE 

26.2 

21.2 

27.1 

25.0 

30.5 

RfirP_PFX 

White  Males 

1237 

40.4 

267 

53.8 

392 

42.0 

194 

34.5 

384 

35-9 

White  Females 

942 

30.8 

169 

34.1 

300 

32.2 

126 

22.4 

347 

32.4 

Nonwhite  Males 

503 

16.4 

36 

7-3 

144 

13.4 

128 

22.7 

195 

16.2 

Nonwhite  Females 

38I 

12.4 

24 

4.8 

97 

10.4 

115 

20.4 

145 

13.5 

Whites 

2179 

71.1 

436 

87.9 

692 

74.2 

320 

56.8 

731 

68.3 

Nonwhites 

884 

28.9 

60 

12.1 

241 

25.8 

243 

43.2 

340 

31-7 

Males 

1740 

56.8 

303 

6l.l 

536 

57-4 

322 

57-2 

579 

54.1 

Females 

1323 

43.2 

193 

38-9 

397 

42.6 

241 

42.8 

492 

45.9 

LENGTH-OF-STAY 

Less  Than  1 Month 

4 

0.1 

2 

0.4 

0 

0.0 

1 

0.2 

1 

0.1 

1—6  Months 

23 

0.8 

7 

1.4 

4 

0.4 

4 

0.7 

8 

0.7 

6-12  Months 

25 

0.8 

8 

1.6 

3 

0.5 

6 

1.1 

6 

0.6 

1 - 2 Years 

49 

1.6 

12 

2.4 

12 

1-3 

12 

2.1 

13 

1.2 

2 - 3 Years 

42 

1.4 

14 

2.8 

6 

0.6 

12 

2.1 

10 

0.9 

3 - 5 Years 

123 

4.0 

33 

10.7 

29 

3-1 

19 

3*4 

22 

2.1 

5-10  Years 

547 

17.9 

118 

23.8 

167 

17.9 

115 

20.4 

147 

13-7 

10  - 15  Years 

1018 

33.2 

133 

30.8 

276 

29.6 

266 

47.2 

323 

30.2 

15-20  Years 

66>0 

21.5 

129 

26.0 

329 

33-3 

71 

12.6 

131 

12.2 

20-25  Years 

223 

7-3 

0 

0.0 

43 

4.6 

37 

10.1 

123 

11.5 

25-30  Years 

140 

4.6 

0 

0.0 

11 

1.2 

0 

0.0 

129 

12.0 

30  - 35  Years 

104 

3.4 

0 

0.0 

31 

5.5 

0 

0.0 

53 

4.9 

35-40  Years 

29 

0.9 

0 

0.0 

0 

0.0 

0 

0.0 

29 

2.7 

40-45  Years 

19 

0.6 

0 

0.0 

0 

0.0 

0 

0.0 

19 

1.8 

45  - 50  Years 

16 

0.5 

0 

0.0 

0 

0.0 

0 

0.0 

16 

i-5 

50  - 55  Years 

27 

0.9 

0 

0.0 

0 

0.0 

0 

0.0 

27 

2.5 

55  - 60  Years 

3 

0.1 

0 

0.0 

0 

0.0 

0 

0.0 

3 

0.3 

60  + Years 

11 

0.4 

0 

0.0 

0 

0.0 

0 

0.0 

11 

1.0 

MEAN  LENGTH-OF-STAY  (YRS) 

15.1 

9-9 

14.7 

12.3 

19.3 

MEDIAN  LENGTB-OF-STAY  (YRS) 

13.9 

10.2 

14.0 

13-7 

15.1 

'Percentages  for  some  distributions  r.ay  not  add  to  100.0  due  to  rounding  error. 
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PROFILE  OF  THE  RESIDENT  POPULATION  ON  JUNE  30,  1979 
NORTH  CAROLINA  CENTERS  FOR  THE  MENTALLY  RETARDED 


TOTAL 

WESTERN 

MURDOCH 

O' BERRY 

(j 

CASWELL 

N 

% 

N 

% 

N 

% 

N 

% 

N 

% 

RESIDENT  POPULATION 

3063 

* 

496 

* 

933 

* 

563 

* 

1071 

# 

IMPAIRMENT  OF  IQ 

Not  Significant 

12 

0.4 

1 

0.2 

2 

0.2 

0 

0.0 

9 

0.8 

Mild 

73 

2.4 

16 

3.2 

16 

1.7 

4 

0.7 

37 

3-5 

Moderate 

248 

8.1 

63 

12.7 

69 

7.4 

12 

2.1 

104 

9.7 

Severe 

722 

23.6 

ll6 

23.4 

228 

24.4 

144 

25.6 

234 

21.8 

Profound 

1997 

65.2 

300 

60.5 

618 

66.2 

403 

71.6 

676 

63.I 

Unspecified 

11 

0.4 

0 

0.0 

0 

0.0 

0 

0.0 

11 

1.0 

IMPAIRMENT  OF  ADAPTIVE  BEHAVIOR 

Not  Significant 

4 

0.1 

1 

0.2 

2 

0.2 

0 

0.0 

1 

0.1 

Mild 

6l 

2.0 

14 

2.8 

15 

1.6 

3 

0.5 

29 

2.7 

Moderate 

238 

7.8 

75 

15.1 

75 

8.0 

6 

1.1 

82 

7-7 

Severe 

626 

20.4 

108 

21.8 

208 

22.3 

90 

16.0 

220 

20.5 

Profound 

1903 

62.1 

298 

60.1 

633 

67.8 

464 

82.4 

508 

47.4 

Unspecified 

231 

7-5 

0 

0.0 

0 

0.0 

0 

0.0 

231 

21.6 

COMBINATIONS  OF  IQ-AB 

IMPAIRMENT  LEVELS 

Not  Signif.  - Not  Signif. 

2 

0.1 

1 

0.2 

1 

0.1 

0 

0.0 

0 

0.0 

Not  Signif.  - Mild 

1 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

1 

0.1 

Not  Signif.  - Moderate 

3 

0.1 

0 

0.0 

1 

0.1 

0 

0.0 

2 

0.2 

Not  Signif.  - Unspec. 

6 

0.2 

0 

0.0 

0 

0.0 

0 

0.0 

6 

0.6 

Mild  - Not  Signif. 

1 

0.0 

0 

0.0 

1 

0.1 

0 

0.0 

0 

0.0  / 

Mild  - Mild 

30 

1.0 

9 

1.8 

9 

1.0 

3 

0.5 

9 

0.8  V 

Mild  - Moderate 

14 

0.5 

6 

1.2 

4 

0.4 

0 

0.0 

4 

0.4 

Mild  - Severe 

9 

0.3 

1 

0.2 

2 

0.2 

1 

0.2 

■ 5 

0.5 

Mild  - Profound 

4 

0.1 

0 

0.0 

0 

0.0 

0 

0.0 

4 

0.4 

Mild  - Unspec. 

15 

0.5 

0 

0.0 

0 

0.0 

0 

0.0 

15 

1.4 

Moderate  - Not  Signif. 

1 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

1 

0.1 

Moderate  - Mild 

23 

0.8 

4 

0.8 

5 

0.5 

0 

0.0 

14 

1.3 

Moderate  - Moderate 

138 

4.5 

54 

10.9 

34 

3.6 

4 

0.7 

46 

4.3 

Moderate  - Severe 

48 

1.6 

5 

1.0 

22 

2.4 

6 

1.1 

15 

1.4 

Moderate  - Profound 

18 

0.6 

0 

0.0 

8 

0.9 

2 

0.4 

8 

0.7 

Moderate  - Unspec. 

20 

0.7 

0 

0.0 

0 

0.0 

0 

0.0 

20 

1.9 

Severe  - Mild 

6 

0.2 

0 

0.0 

1 

0.1 

0 

0.0 

5 

o.,5 

Severe  — Moderate 

74 

2.4 

15 

3.0 

32 

3.4 

2 

0.4 

25 

2.3 

Severe  - Severe 

435 

14.2 

86 

17.3 

147 

15.8 

56 

9.9 

146 

13.6 

Severe  - Profound 

176 

5.7 

15 

3.0 

48 

5.1 

86 

15.3 

27 

2.5 

Severe  - Unspec. 

31 

1.0 

0 

0.0 

0 

0.0 

0 

0.0 

31 

2.9 

Profound  - Mild 

1 

0.0 

1 

0.2 

0 

0.0 

0 

0.0 

0 

0.0 

Profound  - Moderate 

9 

0.3 

0 

0.0 

4 

0.4 

0 

0.0 

5 

0.5 

Profound  - Severe 

134 

4.4 

16 

3.2 

37 

4.0 

27 

4.8 

54 

5.0 

Profound  - Profound 

1703 

55-6 

283 

57-1 

577 

61.8 

376 

66.8 

467 

43.6 

Profound  - Unspec. 

150 

4.9 

0 

0.0 

0 

0.0 

0 

0.0 

150 

14.0 

Unspec.  - Profound 

2 

0„1 

0 

0.0 

0 

0.0 

0 

0.0 

2 

0.2 

Unspec.  - Unspec. 

9 

0.3 

0 

0.0 

0 

0.0 

0 

0.0 

9 

0.8 

f 

•Percentages  for  some  distributions  may  not 

add  to  100.0  due 

to  roundin 

g error. 
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Mental  Health  Statistics'  Report  ARR  15  is  an  annual  report 
on  the  resident  population  of  the  State  Mental  Retardation 
Centers  produced  from  the  annual  resident  population  and 
on-leave  summary  forms.  (DS-7^  MR). 

This  report  presents  selected  characteristics  of  the  resident 
population  at  each  of  the  four  North  Carolina  Centers  for  the 
Mentally  Retarded  on  June  30,  1981,  Frequency,  percentage 

and  c umu  1 a t i ve/J_  distributions  are  provided  for  age,  race, 
and  sex  groups,  age  at  admission,  length  of  stay  categories, 
level  of  IQ  and  adaptive  behavior  impairments,  and  the  incidence 
of  disabilities  in  addition  to  mental  retardation.  Resident 
population  trends  for  the  past  fifteen  fiscal  years  are  presented 
in  a graph  under  Table  1. 

Some  of  the  key  points  of  the  report  are: 


• There  has  been  a 28  percent  decrease  in  the  resident 

population  from  June  30,  196/  to  June  30,  1 9 8 1 . 

© In  FYI98I  over  70  percent  of  the  residents  were  under 
35  yea  rs  old. 

® For  the  population  in  residence  in  FYI98I  almost  50 
percent  were  admitted  between  the  age  of  6 and  12 
years  old. 

« Both  the  mean  and  median  length  of  stay  for  the  resident 
population  on  June  30,  1 9 8 1 was  15*7  years. 

• Over  60  percent  of  the  resident  population  was  profoundly 
impaired  in  both  intellectual  functioning  and  adaptive 

behavior. 

© The  mean  number  of  disabilities  in  addition  to  mental 
retardation  among  the  resident  population  was  2.1. 


/ 1 Frequency  and  percentage  distributions  based  on  successive 
additions. 


PROFILE  SUMMARY 


RESIDENT  POPULATION  TRENDS 


On  June  30,  1 9 8 1 the  resident  population  at  the  four  State 

Mental  Retardation  Centers  totalled  3,169  persons.  This 
represents  a 28  percent  decline  from  the  end  of  the  fiscal 
year  in  1967  when  the  resident  population  was  A, 378  persons. 

Over  the  past  fifteen  fiscal  years  the  resident  population 
at  each  of  the  state  facilities  for  the  mentally  retarded 
has  declined  with  the  exception  of  Western  Carolina  Center 
(See  Table  1).  However,  since  1971,  when  the  resident 
populations  of  the  mental  retardation  centers  peaked,  all 
facilities  have  shown  a downward  trend  in  number  of  residents. 


AGE  - RACE  - SEX 


Breakdowns  on  the  demographic  variables  of  age,  race,  and 
sex  are  shown  in  Table  2.  Over  70  percent  (2270)  of  the 
residents  at  the  four  State  Mental  Retardation  Centers  were 
under  35  years  of  age.  The  mean  age  for  the  3,169  residents 
at  the  four  North  Carolina  Centers  for  the  Mentally  Retarded 
was  30 . 4 years. 

The  resident  population  on  June  30,  1981  was  approximately 

70  percent  (2261)  white  and  30  percent  (908)  non-white. 

Males  accounted  for  57  percent  ( 1 8 0 5 ) of  the  resident  population, 
while  females  accounted  for  43  percent  (1364)  of  the  resident 
pop u 1 a t ion. 


AGE  AT  ADMISSION  - LENGTH  OF  STAY 

Data  are  presented  in  Table  3 on  admission  characteristics. 

Almost  50  percent  ( 1 6 4 0 ) of  the  3,169  residents  at  the  state's 
mental  retardation  centers  were  admitted  between  the  age  of 
6 and  12  years  old.  The  mean  admission  age  for  residents  was 
15.2  years  while  the  median/J_  age  of  admission  was  12  years. 

The  mean  and  the  median  length  of  stay  for  the  resident  population 
on  June  30,  1 9 8 1 was  15-7  years.  The  variable,  length  of  stay, 

is  based  upon  the  number  of  days  between  a persons  admission 
date  and  the  date  of  the  close  of  the  fiscal  year  being 
reported  upon.  For  presentation  in  this  report  length  of  stay 
is  grouped  into  s u b- ca tego r i es  of  months  and  years. 


/ 1 If  the  observations  are  ranked  in  order  from  smallest  to 
largest,  the  median  is  defined  as  the  middle  observation. 


IQ  - ADAPTIVE  BEHAVIOR  LEVELS 


Table  k provides  data  on  IQ  and  adaptive  behavior  (AB) 
levels.  The  greatest  percentage  (63  percent)  of  residents 
at  the  MR  Centers  were  profoundly  impaired  in  intellectual 
functioning  and  63  percent  were  also  profoundly  impaired 
in  adaptive  behavior. 

When  IQ  and  AB  levels  were  combined  almost  70  percent 
(2215)  of  the  residents  functioned  at  either  the  profound/ 
profound  impairment  level  or  the  severe/severe  impairment 
level  . 


ADDITIONAL,  DISABILITIES 


Almost  90  percent  (2833)  of  the  residents  of  the  mental 
retardation  centers  had  disabilities  in  additon  to  mental 
retardation.  Data  presented  in  Table  5 details  the  incidence 
of  additional  disabilities  among  the  resident  population 
at  the  close  of  fiscal  year  1 9 8 1 . 

The  most  frequently  occurring  neurological  disorder  was  epilepsy, 
followed  by  cerebral  palsy.  Almost  kQ  percent  ( 1 2 Q 6 ) of  the 
residents  had  epilepsy,  while  18  percent  (570)  had  cerebral 
pal sy . 

Approximately  30  percent  (959)  of  the  resident  population 
had  ambulatory  problems.  Among  these  residents,  36  percent 
were  non -a mbu 1 a t o r y mobile  and  6k  percent  were  non -a  mb u 1 a t o ry  , 
non-mobile. 

Almost  30  percent  ( 8 9 1 ) of  the  resident  population  had  some 
type  of  visual  or  hearing  impairment.  Over  70  percent  (2291) 
of  the  residents  at  the  mental  retardation  centers  had  a 
disorder  of  perception  and  expression,  with  "no  speech"  being 
the  most  prevalent  disorder.  When  cross  tabulations  were 
performed  on  the  variable,  "visual  or  hearing  impairment", 
and  the  variable,  "disorders  of  perception  and  expression", 
it  was  found  that  2 k percent  (769)  °f  the  mental  retardation 
center  residents  had  both  a visual  or  hearing  impairment 
and  a disorder  of  perception  and  expression. 

Over  15  percent  (573)  of  the  resident  population  had  some 
type  of  psychiatric  impairment.  Character  disorders  (9  percent) 
and  psychoses  (3  percent)  were  the  most  frequently  occurring 
disorders. 

Among  the  resident  population  additional  disabilities  ranged 
from  0 to  6,  with  a mean  of  2.1.  The  number  of  additional 
disabilities  were  calculated  by  totalling  the  incidence  of 
epilepsy,  cerebral  palsy,  autism,  other  neurological  disorders, 
n on  - a mb u 1 a t i on , sensory  impairment,  disorders  of  perception 
and  expression  and  psychiatric  impairment. 


. 
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TABLE  1 


N3RTH  CAROLINA  MENTAL  RETARDATION  CENTERS 
RESIDENT  POPULATION  FY  67  TO  FY81 


RES_POP 

1830 

1700 

1630 

1500 

1430 

1330 

1200 

1100 

1000 

930 

800 

700 

600 

500 

433 


FY  YEAR 


TABLE  2 


TOTALS  FOR  THE  FOUR  STATE  MENTAL  RET ARCATI ON  CENTERS  FY81 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 


AGE  GROUP 

— 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TC  12  YEARS 

84 

84 

2.651 

2.651 

L3 

TO  17  YFARS 

286 

370 

9.025 

11.676 

18 

TO  20  YEARS 

343 

713 

10. 824 

22.499 

2 1 

TO  24  YEARS 

478 

1191 

15. 084 

37.583 

25 

TO  34  YEARS 

1079 

2270 

34.049 

71.631 

35 

TO  44  YEARS 

458 

2728 

14.453 

86.084 

45 

TO  54  YEARS 

249 

2977 

7.  857 

93.941 

55 

TC  64  YEARS 

127 

3104 

4.  008 

97.949 

65 

AND  OLDER 

65 

3169 

2.051 

100.000 

RACE 

FREQUENCY 

CUM  FREC 

PERCENT 

CUM 

PERCENT 

WHITE 

2261 

2261 

71.347 

71.347 

BLACK 

882 

3143 

27. 832 

99.180 

AMER  INDIAN 

25 

3168 

0.789 

99.968 

CTHER 

1 

3169 

0.032 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

1805 

1805 

56. 958 

56.958 

FEMALE 

1364 

3169 

43.042 

100.000 

/ 1 Mean  Age  (Yrs)  30.8 

Median  Age  (Yrs)  28.0 


' I 


TABLE  2 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
F ACIL I TY=MURDOCH 


AGE  GRCUP  — 


FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TC  12  YEARS 

17 

17 

1.840 

1.840 

13 

TO  17  YEARS 

73 

90 

7.900 

9.740 

18 

TO  20  YEARS 

95 

185 

10.281 

20.022 

21 

TO  24  YEARS 

120 

305 

12.987 

33.009 

25 

TO  34  YEARS 

356 

661 

38.528 

71.537 

35 

TO  44  YEARS 

131 

792 

14. 177 

85.714 

45 

TO  54  YEARS 

85 

877 

9.  199 

94.913 

55 

TO  64  YEARS 

33 

910 

3.  571 

98.485 

65 

AND  OLDER 

14 

924 

1.515 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

683 

683 

73.918 

73.918 

BLACK 

240 

923 

25.974 

99.892 

AMER  INDIAN 

1 

924 

0.108 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

535 

535 

57.900 

57.900 

FEMALE 

389 

924 

42.100 

100.000 

/ 1 Mean  Age  ( V r s ) 30.9 

Median  Age  (Yrs)  29-0 


TABLE  2 - BY  FACILITY  - FY81 

FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FACIL ITY=0 ’BERRY 


FREQUENCY 


/] 

AGE  GROUP  — 

CUM  FREQ  PERCENT  CUM  PERCENT 


6 TC  12  YEARS 

9 

9 

13  TO  17  YEARS 

59 

68 

18  TO  20  YEARS 

76 

144 

21  TO  24  YEARS 

93 

237 

25  TO  34  YEARS 

202 

439 

35  TO  44  YEARS 

83 

522 

45  TO  54  YEARS 

32 

554 

55  TO  64  YEARS 

8 

562 

65  AND  OLDER 

2 

564 

RACE 

FREQUENCY 

CUM  FREQ 

WHITE 

323 

323 

BLACK 

220 

543 

AMER  INDIAN 

21 

564 

SEX 

FREQUENCY 

CUM  FREQ 

MALE 

318 

318 

FEMALE 

246 

564 

1*  596 

1.596 

10.461 

12.057 

13.475 

25.532 

16.489 

42.021 

35.816 

77.837 

14.716 

92.553 

5.674 

98.227 

1.418 

99.645 

0.355 

100.000 

PERCENT 

CUM 

PERCENT 

57.27C 

57.270 

39. 007 

96.277 

3.723 

100.000 

PERCENT 

CUM 

PERCENT 

56.383 

56.383 

43.617 

100.000 

/ 1 Mean  Age  (Yrs) 
Median  Age  (Yrs) 


28  . 2 
27.0 


TABLE  2 


BY  FACILITY  - FY8I 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FACI LITY=CASWELL 


/I 

AGE  GRCUP — 


FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TC  12  YEARS 

11 

11 

1.023 

1.023 

13 

TO  17  YEARS 

62 

73 

5.767 

6.791 

18 

TO  20  YEARS 

93 

166 

8.651 

15.442 

21 

TO  24  YEARS 

151 

317 

14.047 

29.488 

25 

TO  34  YEARS 

327 

644 

30.419 

59.907 

35 

TO  44  YEARS 

201 

845 

18.698 

78.605 

45 

TO  54  YEARS 

105 

950 

9.767 

88.372 

55 

TO  64  YEARS 

76 

1026 

7.070 

95.442 

65 

AND  OLDER 

49 

1075 

4.558 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

723 

723 

67.256 

67.256 

BLACK 

349 

1072 

32.465 

99.721 

AMER  INDIAN 

3 

1075 

0.279 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

596 

596 

55.442 

55.442 

FEMALE 

4 79 

1075 

44. 558 

100.000 

/ 1 Mean  Age  (Yrs)  3^-2 
Median  Age  (Yrs)  31-0 


TABLE  2 - BY  FACILITY  - FY81 

FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FACIL I TY«HESTERN  CAROLINA 


n 

AGE  GROUP 


FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 TO 

12  YEARS 

47 

47 

7,756 

7.756 

13 

TO 

17  YEARS 

92 

139 

15.182 

22.937 

18 

TO 

20  YEARS 

79 

218 

13.036 

35.974 

21 

TO 

24  YEARS 

114 

332 

18.812 

54.785 

25 

TO 

34  YEARS 

194 

526 

32.013 

86.799 

35 

TO 

44  YEARS 

43 

569 

7.096 

93.894 

45 

TC 

54  YEARS 

27 

596 

4.455 

98.350 

55 

TO 

64  YEARS 

10 

606 

1.650 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

532 

532 

87.789 

87.789 

BLACK 

73 

605 

12.046 

99.835 

OTHER 

1 

606 

0.  165 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

356 

356 

58. 746 

58.746 

FEMALE 

250 

606 

41.254 

100.000 

/ 1 Mean  Age  (Yrs)  24.9 
Median  Age  (Yrs)  23-0 


TABLE  3 - TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY81 


FREQUFNCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

/I 

AGE  AT  ADMISSION  — 


FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

I TO  5 YEARS 

75 

75 

2.367 

2.367 

6 TO  12  YEARS 

1565 

1640 

49.385 

51.751 

13  TO  17  YEARS 

658 

2298 

20.764 

72.515 

18  TO  20  YEARS 

242 

2540 

7.636 

80.151 

21  TO  24  YEARS 

183 

2723 

5.775 

85.926 

25  TO  34  YEARS 

264 

2987 

8.331 

94.257 

35  TO  44  YEARS 

106 

3093 

3.345 

97.602 

45  TO  54  YEARS 

53 

3146 

1.672 

99.274 

55  TO  64  YEARS 

23 

3169 

0.726 

100.000 

LENGTH 

OF  STAY  AT 

/ 2 

MR  CENTER 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

LESS  THAN  1 MO 

19 

19 

0.600 

0.600 

1 TC  6 MONTHS 

28 

47 

0.  8 84 

1.483 

6 TO  12  MONTHS 

39 

86 

1.231 

2.714 

l TC  2 YEARS 

123 

209 

3.881 

6.595 

2 TO  3 YEARS 

50 

259 

1.578 

8.173 

3 TC  5 YEARS 

80 

339 

2.524 

10.697 

5 TC  10  YEARS 

391 

730 

12.338 

23.036 

10  TO  15  YEARS 

743 

1473 

23.446 

46.482 

15  TO  20  YEARS 

975 

2448 

30. 767 

77.248 

20  TC  25  YEARS 

359 

2807 

11.328 

88.577 

25  TO  30  YEARS 

140 

2947 

4.418 

92.995 

30  TC  3 5 YEARS 

118 

3065 

3.724 

96.718 

35  TO  40  YEARS 

19 

3084 

0.600 

97.318 

40  TO  45  YEARS  N 

35 

3119 

1.  104 

98.422 

45  TO  50  YEARS 

9 

3128 

0.284 

98.706 

50  TO  55  YEARS  ' 

27 

3155 

0.852 

99.558 

55  TO  60  YEARS 

6 

3161 

0.  189 

99.748 

60  CR  MORE  YEARS 

8 

3169 

0.  252 

100.000 

n_ 

Mean  Admission  Age 

(Yrs) 

15.2 

Median  Admission  Age 

(Yrs) 

12.0 

LL 

Mean  Length  of  Stay 

(Yrs) 

15-7 

Median  Length  of  Stay(Y-rs) 

15.7 

TABLE  3 


BY  FACILITY  - FY8I 


FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  CF  STAY 

F ACl L I TY^MURDOCH 

/ 1 

AGE  AT  ADMISSION  — 


FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

1 TC  5 YEARS 

23 

23 

2.489 

2.489 

6 TC  12  YEARS 

426 

449 

46. 104 

48.593 

13  TO  17  YEARS 

180 

629 

19.481 

68.074 

18  TO  20  YEARS 

88 

717 

9.524 

77.597 

21  TO  24  YEARS 

64 

781 

6.926 

84.524 

25  TO  34  YEARS 

99 

880 

10.714 

95.238 

35  TO  44  YEARS 

30 

910 

3.247 

98.485 

45  TO  54  YEARS 

13 

923 

1.407 

99.892 

55  TO  64  YEARS 

1 

924 

0.  108 

100.000 

LENGTH 

OF  STAY  AT 

/ 2 

MR  CENTER  — 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

LESS  THAN  1 MO 

3 

3 

0.325 

0.325 

1 TO  6 MONTHS 

5 

8 

0.541 

0.866 

6 TC  12  MONTHS 

2 

10 

0.216 

1.082 

1 TC  2 YEARS 

12 

22 

1.299 

2.381 

2 TC  3 YEARS 

11 

33 

1.  190 

3.571 

3 TC  5 YEARS 

14 

4t 

1.515 

5.087 

5 TC  10  YEARS 

123 

170 

13.312 

18.398 

10  TO  15  YEARS 

214 

384 

23.160 

41.558 

15  TO  20  YEARS 

306 

690 

33. 117 

74.675 

20  TO  25  YEARS 

181 

871 

19. 589 

94.264 

25  TO  30  YEARS 

3 

874 

0.325 

94.589 

30  TO  35  YEARS 

50 

924 

5.411 

100.000 

/ 1 Mean  Admission  Age 

(Yrs) 

15.5 

Median  Admission  Age 

(Yrs) 

13.0 

/ 2 Mean  Length  of  Stay 

(Yrs) 

16. 

0 

Median  Length  of  Stay 

(Yrs) 

15. 

8 

/ 2 


■ 
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TABLE  3 - BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

F ACI L ITY*0  'BERRY 


/I 

AGE  AT  ADMISSION  — 


FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

I TO  5 YEARS 

16 

16 

2.837 

2.837 

6 TO  12  YEARS 

2 74 

290 

48.582 

51.418 

13  TO  17  YEARS 

108 

398 

19. 149 

70.567 

18  TO  20  YEARS 

49 

447 

8.688 

79.255 

2 L TO  24  YEARS 

32 

479 

5.674 

84.929 

25  TO  34  YEARS 

55 

534 

9.752 

94.681 

35  TO  44  YEARS 

20 

554 

3.  546 

98.227 

45  TO  54  YEARS 

5 

555 

0.  887 

99.113 

55  TO  64  YEARS 

5 

564 

0.887 

100.000 

LENGTH 

OF  STAY  AT 

/ 2 

MR  CENTER  — 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

l TC  6 MONTHS 

5 

5 

0.887 

0.887 

6 TC  12  MONTHS 

21 

26 

3.  723 

4.610 

1 TC  2 YEARS 

10 

36 

1.773 

6.383 

2 TO  3 YEARS 

9 

45 

1.596 

7.979 

3 TC  5 YEARS 

19 

64 

3.369 

11.348 

5 TC  10  YEARS 

75 

139 

13.298 

24.645 

10  TO  15  YEARS 

150 

289 

26. 596 

51.241 

15  TO  20  YEARS 

200 

489 

35.461 

86.702 

20  TO  25  YEARS 

75 

564 

13.298 

100.000 

n_ 

Mean  Admission  Age 

(Yrs) 

15.2 

Median  Admission  Age 

(Yrs) 

12.0 

f_2 

Mean  Length  of  Stay 

(Yrs) 

13. A 

Median  Length  of  Stay(Yrs) 

1 A . 6 

' 


■ 


TABLE  3 


BY  FACILITY  - FY8I 


FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

F ACI L ITY*C ASWELL 


/I 

AGE  AT  ADMISSION  — 


FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

1 TC  5 YEARS 

13 

13 

1.209 

1.209 

6 TC  12  YEARS 

580 

59  3 

53.953 

55.163 

13  TO  17  YEARS 

221 

814 

20.558 

75.721 

18  TO  20  YEARS 

74 

888 

6.  884 

82.605 

21  TO  24  YEARS 

55 

943 

5.116 

87.721 

25  TO  34  YEARS 

65 

1008 

6.047 

93.767 

35  TO  44  YEARS 

40 

1048 

3.721 

97.488 

45  TO  54  YEARS 

18 

1066 

1.674 

99.163 

55  TO  64  YEARS 

9 

1075 

0.837 

100.000 

LENGTH 

OF  STAY  AT 

/ 2 

MR  CENTER  — 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

LESS  THAN  1 MO 

11 

11 

1.023 

1.023 

1 TC  6 MONTHS 

5 

16 

0.465 

1.488 

6 TC  12  MONTHS 

5 

21 

0.465 

1.953 

1 TC  2 YEARS 

12 

33 

1.116 

3.070 

2 TO  3 YEARS 

13 

46 

1.209 

4.279 

3 TC  5 YEARS 

21 

67 

1.953 

6.233 

5 TC  10  YEARS 

82 

149 

7.628 

13.860 

10  TO  15  YEARS 

202 

351 

18.791 

32.651 

15  TO  20  YEARS 

312 

663 

29.023 

61.674 

20  TO  25  YEARS 

103 

766 

9.581 

71.256 

25  TO  30  YEARS 

137 

903 

12.744 

84.000 

30  TO  35  YEARS 

68 

971 

6.  326 

90.326 

35  TO  40  YEARS 

19 

, 990 

1.767 

92.093 

40  TC  45  YEARS 

35 

102  5 

3.256 

95.349 

45  TO  50  YEARS 

9 

1034 

0.  837 

96.186 

50  TO  55  YEARS 

27 

1061 

2.512 

98.698 

55  TO  60  YEARS 

6 

1067 

0.  558 

99.256 

60  CR  MORE  YEARS 

8 

1075 

0.744 

100.000 

n_ 

Mean  Admission  Age 

(Yrs) 

1 A . 6 

Median  Admission  Age 

(Yrs) 

12.0 

n 

Mean  Length  of  Stay 

(Yrs) 

20.  1 

Median  Length  of  Stay 

(Yrs) 

16.1 

TABLE  3 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF 

AGE  AT  i 

ADMISSION  - 

- LENGTH  OF  STAY 

FACIL ITY 

= WE  STERN 

CAROLI NA 

AGE 

/I 

AT  ADMISSION  — 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

1 TC  5 YEARS 

23 

23 

3.795 

3.795 

6 TC  12  YEARS 

285 

308 

47.030 

50.825 

13  TO  17  YEARS 

149 

457 

24.587 

75.413 

18  TO  20  YEARS 

31 

488 

5.116 

80.528 

21  TO  24  YEARS 

32 

520 

5.281 

85.809 

25  TO  34  YEARS 

45 

56  5 

7.426 

93.234 

35  TO  44  YEARS 

16 

581 

2.640 

95.875 

45  TC  54  YEARS 

17 

598 

2.805 

98.680 

55  TC  64  YEARS 

8 

606 

1.  320 

100.000 

' 

LENGTH  OF 

STAY  AT 

MR  CENTER 

n 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

LESS  THAN  l MO 

5 

5 

0.  825 

0.825 

1 TC  6 MONTHS 

13 

18 

2.  145 

2.970 

6 TC  12  MONTHS 

11 

29 

1.  815 

4.785 

1 TC  2 YEARS 

89 

118 

14.686 

19.472 

2 TC  3 YEARS 

17 

135 

2.  805 

22.277 

3 TO  5 YEARS 

26 

161 

4.  290 

26.568 

5 TC  10  YEARS 

111 

272 

18.317 

44.884 

10  TO  15  YEARS 

177 

449 

29.208 

74.092 

15  TO  20  YEARS 

157 

606 

25.908 

100.000 

11 

Mean  Admission  Age 

(Yrs) 

15.6 

Median  Admission  Age 

(Yrs) 

12.0 

LA 

Mean  Length  of  Stay 

(Yrs) 

9.8 

Median  Length  of  Stay 

(Yrs) 

1 1-3 

TABLE  4 - TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETAROATI ON  CENTERS  FY81 
FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 


COMBINED  IQ  AND 

ADAPTIVE 

BEHAVIOR 

LEVELS 

IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

L 

• 

• 

• 

NOT  SIGNIFICANT 

10 

10 

0.316 

0.316 

MILD 

74 

84 

2.336 

2.652 

MOOEPATE 

255 

339 

8.  049 

10.701 

SEVERE 

783 

1122 

24.716 

35.417 

PROFOUND 

2024 

3146 

63. 889 

99.306 

UNSPECIFIED 

22 

3168 

0.694 

100.000 

ADAPTIVE  BEHAVIOR 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

• 

• 

• 

NOT  SIGNIFICANT 

6 

6 

0.  189 

0.189 

MILD 

56 

62 

1. 768 

1.957 

MODERATE 

288 

350 

9.091 

11.048 

SEVERE 

700 

1050 

22.096 

33. 144 

PROFOUND 

2013 

3063 

63. 542 

96.686 

UNSPECIFIED 

105 

3168 

3.314 

100.000 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

AB  LEVEL 
PERCENT 

CUM  PERCENT 

NOT  STATED 

2 

• 

• 

• 

NOT  SIGN-NOT  SIG 

4 

4 

0.  126 

0.126 

NOT  SIGN-MILD 

1 

5 

0.  032 

0.158 

NOT  SIGN-MOD 

4 

9 

0.  126 

0.284 

NOT  SIGN-SEV 

1 

10 

0.032 

0.316 

MILD-SEV 

10 

20 

0.316 

0.632 

MILD-MILD 

33 

53 

1.042 

1.674 

MILD-MOD 

19 

72 

0.600 

2.273 

MILD-PROF 

5 

77 

0.158 

2.431 

MILC-UNSPEC 

7 

84 

0.221 

2.652 

MOD-NCT  SIGN 

1 

85 

0.032 

2.684 

MOD-MILD 

17 

102 

0.  537 

3.221 

MOD-MOD 

151 

253 

4.768 

7.989 

MCD-SEV 

53 

306 

1.674 

9.662 

MCD-PROF 

24 

330 

0.  758 

10.420 

MOD— UNSPEC 

9 

339 

0.  284 

10.704 

SEV-MILD 

5 

344 

0.158 

10.862 

SEV-MCD 

102 

446 

3.  221 

14.083 

SEV-SEV 

450 

896 

14.209 

28.292 

SEV-PROF 

205 

1101 

6.473 

34.765 

SEV-UNSPEC 

21 

1122 

0.663 

35.428 

PROF-MOD 

11 

1133 

0.  347 

35.775 

PROF-SEV 

181 

1314 

5.715 

41.490 

PROF-PROF 

1765 

3079 

55.731 

97.221 

UNSPEC-NOT  SIGN 

67 

3146 

2.116 

99.337 

UNSPEC-SEV 

1 

3147 

0.032 

99.368 

UNSPEC-PROF 

6 

3153 

0.189 

99.558 

UNSPEC-UNSPEC 

14 

3167 

0.442 

100.000 

1 


TABLE  4 


BY  FACILITY  - FY0I 


FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACIL ITY=MURDOCH 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

• 

• 

• 

NOT  SIGNIFICANT 

2 

2 

0.217 

0.217 

MILD 

20 

22 

2.  167 

2.384 

MODE  PATE 

71 

93 

7.692 

10.076 

SEVERE 

226 

319 

24.485 

34.561 

PROF  CUND 

6 04 

923 

65.439 

100.000 

ADAPTIVE  BEHAVIOR 


FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NCT  STATED 

I 

• 

• 

• 

NOT  SIGNIFICANT 

I 

l 

0.108 

0.108 

MILD 

13 

14 

1.408 

1. 517 

MODE  FATE 

80 

94 

8.667 

10.184 

SEVERE 

209 

303 

22.644 

32.828 

PROF  CUND 

620 

923 

67. 172 

100.000 

COMBINED  IQ  AND 

AB  LEVEL 

FREQUENCY 

CUM  FpEQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

f 

0 

• 

• 

NOT  SIGN-NOT  SIG 

1 

1 

0.  108 

0.108 

NOT  SIGN-MOD 

1 

2 

0.108 

0.217 

MILD-MILD 

10 

12 

l.  083 

1.300 

MILC-MOD 

7 

19 

0.758 

2.059 

MILC-SEV 

3 

22 

0.325 

2.384 

MOD-MILD 

1 

23 

0.108 

2.492 

MCD-MCD 

35 

58 

3.792 

6.284 

MOD-SEV 

23 

81 

2.492 

8.776 

MOD-PROF 

12 

93 

1.30C 

10.076 

SEV-MILD 

2 

95 

0.217 

10.293 

SEV-MOO 

34 

129 

3.684 

13.976 

SEV-SEV 

138 

267 

14.951 

28.927 

SEV-PROF 

52 

319 

5.634 

34.561 

PROF— MOD 

3 

322 

0.325 

34.886 

PRGF-SEV 

45 

367 

4.  875 

39.762 

PRCF—  PROF 

556 

923 

60.238 

100.000 

TABLE  4 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACIL ITY=0 'BERRY 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MILD 

3 

3 

0.532 

0.532 

MODERATE 

R 

11 

1.418 

1.950 

SEVERE 

160 

171 

28.369 

30.319 

PROFOUND 

393 

564 

69.681 

100.000 

ADAPTIVE  BEHAVIOR 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MODERATE 

11 

11 

1.950 

1.950 

SEVERE 

94 

105 

16.667 

18.617 

PROFOUND 

459 

564 

81.383 

100.000 

COMBINED  IQ  ANC 
FREQUENCY  CUM  FREQ 

AB  LEVEL 
PERCENT 

CUM  PERCENT 

MILD-SEV 

l 

1 

0.  177 

0.177 

MILD-PROF 

2 

3 

Oo  355 

0.532 

MOD-MOD 

2 

5 

0.355 

0.887 

MOD-SEV 

3 

8 

0.532 

1.418 

MOD-PROF 

3 

11 

0.532 

1.950 

SEV-MOD 

4 

15 

0.709 

2.660 

SEV-SEV 

53 

68 

9.397 

12.057 

SEV-PROF 

103 

171 

18.262 

30.319 

PROF-MOD 

5 

176 

0.  887 

31.206 

PR0F-SEV 

37 

213 

6.560 

37.766 

PROF-PROF 

351 

564 

62.234 

100.000 

v 


TABLE  4 


BY  FACILITY  - FY8I 


FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACILITY=CASVIELL 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  SIGNIFICANT 

7 

7 

0,651 

0.651 

MILD 

33 

40 

3.070 

3.721 

MODERATE 

107 

147 

9.953 

13.674 

SEVERE 

246 

393 

22.884 

36.558 

PRCFCUND 

660 

1053 

61.395 

97.953 

UNSPECIFIED 

22 

1075 

2.047 

100.000 

ADAPTIVE  BEHAVIOR 

FREQUENCY 

CUM  FREC 

PERCENT 

CUM  PERCENT 

NOT  SIGNIFICANT 

3 

3 

0.279 

0.279 

MILO 

28 

31 

2.605 

2.884 

MCCEPATE 

117 

148 

10.884 

13.767 

SEVERE 

254 

402 

23.628 

37.395 

PRCFCUND 

569 

971 

52.930 

90.326 

UNSPECIFIED 

104 

1075 

9.674 

100.000 

COMBINED  IQ  AND 

AB  LEVEL 

FREQUENCY 

CUM  FREC 

PERCENT 

CUM  PERCENT 

NOT  SIGN-NOT  SIG 

2 

2 

0.  186 

0.186 

NOT  SIGN-MILD 

1 

3 

0.093 

0.279 

NOT  SIGN-MOD 

3 

6 

0.279 

0.558 

NOT  SIGN-SEV 

1 

7 

0.093 

0.651 

MILD-SEV 

4 

11 

0.372 

1.023 

MILD-MILD 

12 

23 

1.116 

2.140 

MILD-MOD 

8 

31 

0.  744 

2.884 

MILD-PROF 

2 

33 

0.186 

3.070 

MILD-liNSPEC 

7 

40 

0.651 

3.721 

MCD-MILD 

12 

52 

1.116 

4.837 

MGD-MCD 

59 

111 

5.488 

10.326 

MCD-SEV 

20 

131 

1.860 

12.186 

MCO-PPOF 

7 

138 

0.651 

12.837 

MCD— UNSPEC 

9 

147 

0.  837 

13.674 

SEV-MILD 

3 

150 

0.279 

13.953 

SEV-MCD 

43 

193 

4.000 

17.953 

SEV-SEV 

148 

341 

13.767 

31.721 

SEV-PRCF 

31 

372 

2.884 

34.605 

SEV-UNSPEC 

21 

39  3 

1.953 

36.558 

PROF-MOD 

3 

396 

0.279 

36.837 

PROF-SEV 

76 

472 

7.070 

43.907 

PROF-PROF 

515 

987 

47.907 

91.814 

UNSPEC-NOT  SIGN 

66 

1053 

6.  140 

97.953 

UNSPEC-SEV 

1 

1054 

0.093 

98.047 

UNSFEC-PROF 

6 

1060 

0.558 

98.605 

UNSPEC-UNSPEC 

14 

1074 

1.302 

99.907 

NOT  STATED 

1 

1075 

0.093 

100.000 

«■ 


TABLE  4 


BY  FACILITY  - FY8I 


FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  ANO  AOAPTIVE  BEHAVIOR  LEVELS 
FACIL ITY=WESTERN  CAROLINA 


FC 

FREQUENCY 

CUM  FREC 

PERCENT 

CUM  PERCENT 

NOT  SIGNIFICANT 

1 

1 

0.  165 

0.165 

MILD 

18 

19 

2. 970 

3.135 

MODERATE 

69 

88 

11.386 

14.521 

SEVERE 

151 

239 

24.917 

39.439 

PROF  CUND 

367 

606 

60.561 

100.000 

ADAPTIVE  BEHAVIOR 


FREQUENCY 

CUM  FREC 

PERCENT 

CUM  PERCENT 

NCT  SIGNIFICANT 

2 

2 

0.330 

0.330 

MILD 

15 

17 

2.475 

2.805 

MCCERATE 

80 

97 

13.201 

16.007 

SEVERE 

143 

240 

23.597 

39.604 

PROFOUND 

365 

605 

60.231 

99.835 

UNSPECIFIED 

1 

606 

0.  165 

100.000 

COMBINED  IQ  AND 

AB  LEVEL 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NCT  SIGN-NOT  SIG 

1 

1 

0.  165 

0.  165 

MILC-MILD 

11 

12 

1.815 

1.98  0 

MILD-MCD 

4 

1{> 

0.660 

2.640 

MILC-SEV 

2 

16 

0.  33  0 

2.970 

MILD-PROF 

l 

19 

0.  165 

3.135 

MCD-NCT  SIGN 

1 

2C 

0.  165 

3.300 

MOD-MILD 

4 

24 

0.660 

3.960 

MCD-MCD 

55 

79 

9.  076 

13.036 

MOD-SEV 

7 

86 

1.155 

14.191 

MCC-PPOF 

2 

88 

0.  330 

14.521 

SEV-MCD 

21 

109 

3.465 

17.987 

SEV-SEV 

111 

220 

18.317 

36.304 

SEV-PRCF 

19 

239 

3.  135 

39.439 

PROF-SEV 

23 

262 

3.  795 

43.234 

PRCF-FROF 

343 

605 

56.601 

99.835 

UNSPEC-NOT  SIGN 

l 

606 

0.  165 

100.000 

' 


TABLE  5 


TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


CEREBRAL  PALSY 


FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NO 

2599 

• 

• 

• 

YES 

570 

570 

100.000 

100.000 

FREQUENCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

1963 

• 

• 

• 

YES 

1206 

1206 

100.000 

100.000 

FREQUENCY 

AUTISM 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

3146 

• 

• 

• 

YES 

23 

23 

100.000 

100.000 

OTHER  NEUROLOGICAL 
FREQUENCY  CUM  FREQ 

DISORDERS 

PERCENT 

CUM 

PERCENT 

NO 

3105 

• 

• 

• 

YES 

64 

64 

100. 000 

100.000 

AMBULATION 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

• 

• 

• 

AMBULATORY 

2209 

2209 

69.729 

69.729 

NON  AMBUL  MOBILE 

348 

2557 

10.985 

80.713 

NON  AMBUL  NON  MO 

611 

3168 

19.287 

100.000 

IMPAIRMENT  OF  SPECIAL  SENSES 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

NOT  STATED 

1 

♦ 

• 

• 

NO  SENSORY  IMPAI 

2277 

2277 

71.875 

71.875 

DEAF 

51 

2328 

1.610 

73.485 

HEARING  HANDICAP 

95 

2423 

2.999 

76.484 

BLIND 

2 36 

2659 

7.449 

83.933 

VISUAL  HANDICAP 

311 

2970 

9.817 

93.750 

DEAF  BLIND 

34 

3004 

1.  073 

94.823 

BLIND  AND  HEARIN 

37 

3041 

1.168 

95.991 

DEAF  AND  VISUAL 

8 

3049 

0.253 

96.244 

HEARING  AND  VISU 

41 

3090 

1.294 

97.538 

CTHER  IMPAIRMENT 

78 

3168 

2.462 

100.000 

. 


TABLE  5 - TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NOT  STATED 

I 

9 

• 

• 

NC  DISORDER 

8 77 

877 

27.683 

27.683 

NO  SPEECH 

1145 

2022 

36. 143 

63.826 

MOTOR  DISORDER  S 

273 

2295 

8.617 

72.443 

PERCEPTUAL  DISOR 

34 

2329 

1.073 

73.516 

MIXED  OTHER 

839 

3168 

26.484 

100.000 

PSYC 

HIATRIC  IMPAIRMENT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NOT  STATED 

1 

• 

• 

• 

NO  PSYCHIATRIC  I 

2595 

2595 

81.913 

81.913 

PSYCHOSES 

103 

2698 

3.251 

85.164 

NEUROSES 

11 

27C9 

0.347 

85.511 

CHARACTER  DISORD 

287 

2996 

9.059 

94.571 

PSYCHO PHY SI OLOGI 

20 

3016 

0.631 

95.202 

CTHER  PSYCHIATPI 

152 

3168 

4.798 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO 

/I 

MR  — 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

0 

3 36 

336 

10.603 

10.603 

1 

812 

1148 

25.623 

36.226 

2 

905 

2053 

28. 558 

64.784 

3 

619 

2672 

19.533 

84.317 

4 

395 

3067 

12.464 

96.781 

5 

94 

3161 

2.966 

99.748 

6 

8 

3169 

0.252 

100.000 

/I 


Mean  Number  of  Additional  Disabilities 
Median  Number  of  Additional  Disabilities 


2 . 1 

2 . 0 


. 


TABLE  5 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  CF  ADDI TICNAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
F AC IL ITY=MURDOCH 


CEREBRAL  PALSY 


FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

587 

• 

• 

• 

YES 

337 

337 

100.000 

100.000 

EPILEPSY 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

595 

• 

• 

• 

YES 

329 

329 

100.000 

100.000 

FREQUENCY 

AUTISM 
CUM  FREQ 

PERCENT 

CUM  PERCENT 

NO 

923 

• 

• 

• 

YES 

l 

1 

100.000 

100.000 

OTHER  NEUROLOGICAL 

DISORDERS 

FREQUENCY  CUM  FREC 

PERCENT  CUM  PERCENT 

NO 

924 

• • 

NOT 

STATED 

FREQUENCY 

1 

AMBULATION 
CUM  FREQ 

♦ 

PERCENT 

* 

CUM  PERCENT 

• 

AMBULATORY 

680 

680 

73.673 

73.673 

NCN 

AMBUL  MOBILE 

81 

761 

8.  776 

82.449 

NON 

AMBUL  NON  MO 

162 

923 

17. 551 

100.000 

IMPAIRMENT 

OF  SPECIAL  SENSES 

FREQUENCY  CUM  FREQ 

PERCENT  CUM 

PERCENT 

NCT  STATED 

1 

• 

• 

• 

NO  SENSORY  IMPAI 

692 

692 

74.973 

74.973 

DEAF 

12 

704 

1.300 

76.273 

HEARING  HANDICAP 

31 

735 

3.359 

79.632 

BLIND 

73 

808 

7.  909 

87.541 

VISUAL  HANDICAP 

69 

877 

7.476 

95.016 

DEAF  BLIND 

8 

885 

0.  867 

95.883 

BLIND  AND  HEARIN 

14 

899 

1.517 

97.400 

HEARING  AND  VISU 

5 

904 

0.  542 

97.941 

CTHER  IMPAIRMENT 

19 

923 

2.059 

100.000 

TABLE  5 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARO AT  ION  CENTER  RESIDENTS 
FAC  I L I TY= MURDOCH 


DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NOT  STATED 

I 

• 

• 

• 

NO  DISORDER 

245 

245 

26. 544 

26.544 

NO  SPEECH 

392 

637 

42.470 

69.014 

MCTCR  DISORDER  S 

142 

779 

15.385 

84.399 

PERCEPTUAL  DISOR 

7 

786 

0.  758 

85.157 

MIXED  OTHER 

137 

923 

14. 843 

100.000 

PSYCHIATRIC  IMPAIRMENT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NOT  STATED 

1 

• 

• 

• 

NO  PSYCHIATRIC  I 

774 

774 

83. 857 

83.857 

PSYCHOSES 

58 

832 

6.284 

90.141 

NEUROSES 

8 

840 

0.867 

91.008 

CHARACTER  DISORD 

3 

843 

0.325 

91.333 

PSYCHCPHYS IOLOG I 

4 

847 

0.433 

91.766 

OTHER  PSYCHI ATR  I 

76 

923 

8.234 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO 

/I 

MR 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

0 

85 

85 

9.199 

9.199 

1 

253 

338 

27.381 

36.580 

2 

262 

600 

28.355 

64.935 

3 

152 

752 

16.450 

81.385 

4 

125 

877 

13.528 

94.913 

5 

47 

924 

5.087 

100.000 

Mean  Number  of  Additional  Disabilities 
Median  Number  of  Additional  Disabilities 


/I 


2 . 1 

2 . 0 


TABLE  5 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
F ACI L ITY  = C 'BERRY 


CEREBRAL  PALSY 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

548 

• 

• 

• 

YES 

16 

16 

100. ooc 

100.000 

EPILEPSY 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

297 

• 

• 

• 

YES 

267 

267 

100.000 

100.000 

AUTISM 

FREQUENCY 

CUM  FREC 

PERCENT 

CUM 

PERCENT 

NO 

563 

• 

• 

• 

YES 

1 

1 

100. 000 

100.000 

OTHER  NEUROLOGICAL 

DISORDERS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

564 

• 

• 

AMBULATION 

FREQUENCY 

CUM  FREC 

PERCENT 

CUM  PERCENT 

AMBULATORY 

358 

358 

63.475 

63.475 

NCN  AMBUL  MOBILE 

93 

451 

16.489 

79.965 

NON  AMBUL  NON  MO 

113 

564 

20.035 

100.000 

IMPAIRMENT  OF  SPECIAL  SENSES 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

NC  SENSORY  IMPAI 

387 

387 

68.617 

68.617 

DEAF 

7 

394 

1.241 

69.858 

HEARING  HANDICAP 

13 

407 

2.  305 

72.163 

BLIND 

72 

479 

12. 766 

84.929 

VISUAL  HANDICAP 

49 

528 

8.680 

93.617 

DEAF  BLIND 

1 

529 

0.177 

93.794 

BLIND  AND  HEARIN 

4 

533 

0.709 

94.504 

HEARING  AND  VISU 

13 

546 

2.305 

96.809 

OTHER  IMPAIRMENT 

18 

564 

3.191 

100.000 

V 


TABLE  5 


BY  FACILITY  - FY8I 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACIL  ITY*0»BERRY 


DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NO  DISORDER 

143 

143 

25.355 

25.355 

NC  SPEECH 

97 

240 

17.199 

42.553 

MOTOR  DISORDER  S 

1 

241 

0.177 

42.730 

PERCEPTUAL  DISOR 

3 

244 

0.532 

43.262 

MIXED  OTHER 

320 

564 

56. 738 

100.000 

PSYCHIATRIC  IMPAIRMENT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NC  PSYCHIATRIC  I 

300 

300 

53.191 

53.191 

PSYCHOSES 

1 

301 

0.  177 

53. 369 

CHARACTER  DISORD 

260 

561 

46.099 

99.468 

OTHER  PSYCH I ATR  I 

3 

564 

0.532 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO 

/I 

MR 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

0 

28 

28 

4.965 

4.965 

1 

89 

117 

15.780 

20.745 

2 

190 

307 

33.688 

54.433 

3 

154 

461 

27.305 

81.738 

4 

94 

555 

16. 667 

98.404 

5 

9 

564 

1.596 

100.000 

/I 


Mean  Number  of  Additional  Disabilities  2.4 
Median  Number  of  Additional  Disabilities  2.0 


* 


. 


TABLE  5 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACIL ITY=C AS WELL 


CEREBRAL  PALSY 

FREQUENCY 

CUM  FREG 

PERCENT 

CUM 

PERCENT 

NO 

882 

• 

• 

• 

YES 

193 

193 

103.000 

If 

100.000 

EPILEPSY 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

731 

« 

* 

^ . 

YES 

344 

344 

100.000 

100.000 

AUTISM 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

1063 

• 

«* 

• 

YES 

12 

12 

100. 000 

100.000 

OTHER  NEUROLOGICAL 

DISORDERS 

FREQUENCY 

CUM  FREG 

PERCENT 

CUM 

PERCENT 

NO 

1023 

-m 

• 

• 

YES 

52 

52 

100.000 

100.000 

AMBULATION 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

AMBULATORY 

811 

811 

75.442 

75.442 

NCN  AMBUL  MOBILE 

119 

930 

11. 070 

86.512 

NCN  ANBUL  NON  MO 

145 

1075 

13,488 

100.000 

IMPAIRMENT  OF  SPECIAL  SENSES 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NC  SENSORY  IMPAl 

791 

791 

73.581 

73.581 

DEAF 

18 

809 

1.674 

75.256 

HEARING  HANDICAP 

26 

835 

2.419 

77.674 

BLIND 

37 

872 

3.442 

81.116 

VISUAL  HANDICAP 

134 

1006 

12.465 

93.581 

DEAF  BLIND 

11 

1017 

1.023 

94.605 

BLIND  AND  HEARIN 

5 

1022 

0.465 

95.070 

DEAF  AND  VISUAL 

7 

1029 

0.  651 

95.721 

HEARING  AND  VISU 

8 

1037 

0.  744 

96.465 

OTHER  IMPAIRMENT 

38 

1075 

3.  535 

100.000 

TABLE  5 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
F AC  I L I TY*C ASWELL 


DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NC  DISCRDER 

309 

309 

28,744 

28.744 

NO  SPEECH 

330 

639 

30.698 

59.442 

MOTOR  DISOROER  S 

100 

739 

9.302 

68.744 

PERCEPTUAL  DISOR 

8 

747 

0.  744 

69.488 

MIXED  OTHER 

328 

1075 

30.512 

100.000 

PSYCHIATRIC  IMPAIRMENT 


FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NC  PSYCHIATRIC  I 

998 

99  8 

92. 837 

92.837 

PSYCHOSES 

22 

1020 

2.047 

94.884 

CHARACTER  DISORD 

13 

1033 

1.209 

96.093 

PSYCHCPHYSIOLOGI 

5 

1038 

0.465 

96.558 

OTHER  PSYCH  I ATRI 

37 

1075 

3.442 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO 

/ 1 

MR 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

0 

155 

155 

14.419 

14.419 

1 

315 

470 

29. 302 

43.721 

2 

300 

770 

27.907 

71.628 

3 

186 

956 

17.302 

88.930 

4 

82 

1038 

7.628 

96.558 

5 

31 

1069 

2.884 

99.442 

6 

6 

1075 

0.  558 

100.000 

Mean  Number  of  Additional  Disabilities  1.9 
Median  Number  of  Additional  Disabilities  2.0 


/I 


* 


TABLE  5 


BY  FACILITY 


FY81 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FAC  IL I 
FREQUENCY 

TY=WE  STERN  CAROLINA 

CEREBRAL  PALSY 

CUM  FREQ  PERCENT 

CUM 

PERCENT 

NO 

582 

• 

• 

• 

YES 

2'. 

24 

100.000 

100.000 

FREQUENCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

340 

• 

<• 

• 

YES 

266 

266 

100.000 

100.000 

FREQUENCY 

AUTISM 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

597 

• 

• 

• 

YES 

9 

9 

100.000 

100.000 

OTHER  NEUROLOGICAL 

DISORDERS 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

NO 

594 

• 

• 

• 

YES 

12 

12 

100.000 

100.000 

AMBULATION 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

AMBULATORY 

360 

360 

59.406 

59.406 

NON  AKBUL  MOPILF 

55 

415 

9.  071 

68.482 

NGN  AMBUL  NON  MO 

191 

606 

31.518 

100.000 

IMPAIRMENT  OF  SPECIAL  SENSES 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

NC  SENSORY  IMPAI 

407 

407 

67.162 

67.162 

DEAF 

14 

421 

2.310 

69.472 

HEAPING  HANDICAP 

25 

446 

4.  125 

73.597 

BLIND 

54 

500 

8.911 

82. 508 

VISUAL  HANDICAP 

59 

559 

9.736 

92.244 

DEAF  BLIND 

14 

573 

2.310 

94.554 

BLIND  AND  HEARIN 

14 

587 

2.310 

96.865 

DEAF  AND  VISUAL 

1 

588 

0.  165 

97.030 

HEARING  AND  VISU 

15 

603 

2.475 

99.505 

OTHER  IMPAIRMENT 

3 

606 

0.495 

100.000 

V 
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TABLE  5 


BY  FACILITY  - FY81 


FREQUENCY  DISTRIBUTION  OF 

INCIDENCE 

OF  ADDITIONAL 

DISABIL 

AMONG 

MENTAL  RETARDATION  CENTER  RESIDENTS 
FACIL I TY= WE  STERN  CAROLINA 

DISORDER  OF  PERCEPT  EXPRESS 
FREQUENCY  CUM  FREQ  PERCENT  CUM  PERCENT 

NC  DISORDER 

180 

180 

29.703 

29.703 

NO  SPEECH 

326 

506 

53.795 

83.498 

MOTOR  DISORDER  S 

30 

536 

4.  950 

88.449 

PERCEPTUAL  OISOR 

16 

552 

2.640 

91.089 

MIXED  OTHER 

54 

606 

8.911 

100.000 

PSYCHIATRIC  IMPAIRMENT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NC  PSYCHIATRIC  I 

523 

523 

86.304 

86.304 

PSYCHOSES 

22 

545 

3.630 

89.934 

NEUROSES 

3 

548 

0.495 

90.429 

CHARACTER  DISORD 

11 

559 

1.815 

92.244 

PSYCHCPHYSI OLOGI 

11 

570 

1.815 

94.059 

OTHER  PSYCH  I ATR I 

36 

606 

5.941 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDI TICN 

TO 

/I 

MR 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

0 

68 

68 

11.221 

11.221 

1 

155 

223 

25. 578 

36.799 

2 

153 

376 

25.248 

62.046 

3 

127 

503 

20.957 

83.003 

4 

94 

597 

15.512 

98.51 5 

5 

7 

604 

1.  155 

99.670 

6 

2 

606 

0.330 

100.000 

Mean  Number  of  Additional  Disabilities  2.1 
Median  Number  of  Additional  Disabilities  2.0 


/I 
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Mental  Health  Statistics'  Report  ARR  15  is  an  annual  report 
on  the  resident  population  of  the  State  Mental  Retardation 
Centers  produced  from  the  annual  resident  population  and 
on- leave  summary  forms  (DS~7^  MR). 

This  report  presents  selected  character i st i cs  of  the  resident  and 
on  leave  population  at  each  of  the  four  North  Carolina  Centers  for 
the  Mentally  Retarded  on  June  30,  1982.  Frequency,  percentage  and 
cumulative  /J_  distributions  are  provided  for  age,  race,  and  sex 
groups,  age  at  admission,  length  of  stay  categories,  level  of  IQ 
and  adaptive  behavior  impariments,  and  the  incidence  of  disabilities 
in  addition  to  mental  retardation.  Resident  population  trends  for 
the  past  fifteen  fiscal  years  are  presented  in  a graph  under  Table  I. 

Some  of  the  key  points  of  the  report  are: 

• There  has  been  a 38  percent  decrease  in  the  resident  and  on  leave 
population  from  June  30,  1988  to  June  30,  1982. 

• In  FY  1982  over  65  percent  of  the  residents  were  under  35  years  old. 

• For  the  population  in  residence  in  FY  1982  almost  50  percent  were 
admitted  between  the  age  of  6 and  12  years  old. 

• Both  the  mean  and  median  length  of  stay  for  the  resident  population 
on  June  30,  1982  was  16  years. 

• Over  60  percent  of  th  resident  population  was  profoundly  impaired  in 
both  intellectual  functioning  and  adaptive  behavior. 

• The  mean  number  of  disabilities  in  addition  to  mental  retardation  among 
the  resident  population  was  2.1. 


/ 1 Frequency  and  percentage  distributions  based  on  successive  additions. 
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IQ  - ADAPTIVE  BEHAVIOR  LEVELS 


Table  A provides  data  and  IQ  and  adaptive  behavior  (AB)  levels.  The 
greatest  percentage  (67  percent)  of  residents  at  thd  MR  Centers  were 
profoundly  impaired  in  intellectual  functioning  and  66  percent  were 
also  profoundly  impaired  in  adaptive  behavior. 

When  IQ  and  AB  levels  were  combined  almost  75  percent  (2328)  of  the 
residents  functioned  at  either  the  profound/profound  impairment  level 
or  the  severe/severe  impairment  level. 


ADDITIONAL  DISABILITIES 

Almost  90  percent  (2796)  of  the  residents  of  the  mental  retardation 
centers  had  disabilities  in  addition  to  mental  retardation.  Data 
presented  in  Table  5 details  the  incidence  of  additional  disabilities 
among  the  resident  population  at  the  close  of  fiscal  year  1982. 

The  most  frequently  occurring  neurological  disorder  was  epilepsy, 
followed  by  cerebral  palsy.  Almost  AO  percent  (1207)  of  the 
residents  had  epilepsy,  while  18  percent  (5A8)  had  cerebral  palsy. 

Approximately  30  percent  (935)  of  the  resident  and  on  leave 
population  had  ambulatory  problems.  Among  these  residents,  32  percent 
were  non-ambulatory  mobile  and  68  percent  were  non-ambulatory, 
non-mobi 1 e . 

Almost  30  percent  (878)  of  the  resident  and  on  leave  population  had 
some  type  of  visual  or  hearing  impairment.  Over  75  percent  (2378) 
of  the  residents  at  the  mental  retardation  centers  had  a disorder 
of  perception  and  expression,  with  "no  speech"  being  the  most  prevalent 
disorder.  When  cross  tabulations  were  performed  on  the  variable,  "visual 
or  hearing  impairment",  and  the  variable,  "disorders  of  perception  and 
expression",  it  was  found  that  23  percent  (730)  of  the  mental  retardation 
center  residents  had  both  a visual  or  hearing  Impariment  and  a disorder 
of  perception  and  expression. 

Over  10  percent  (A37)  of  the  resident  and  on  leave  population  had  some 

type  of  psychiatric  impariment.  Character  disorders  (A  percent) 

and  psychoses  (3  percent)  were  the  most  frequently  occurring  disorders. 

Among  the  resident  population  additional  disabilities  ranged  from  0 to  6, 
with  a mean  of  2.1.  The  number  of  additional  disabilities  were  calculated 
by  totalling  the  incidence  of  epilepsy,  cerebral  palsy,  autism,  other 
neurological  disorders,  non-ambulation,  sensory  impairment,  disorders  of 
perception  and  expression  and  psychiatric  impairment. 
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TABLE  1 


:$  POP 


NORTH  CAROLINA  MENTAL  RETARDATION  CENTERS 

RESIDENT  POPULATION  FY68  TO  FY82 


FY  YEAR 


■ 


* 


T43I. 2 


TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY82 


FREQUENCY  DISTRIBUTION  Of  AGE  - RACE  -SEX 


AGE  GROUP 

/} 

FR FOUENCY 

CUM  FRPQ 

PERCENT 

CUM  PERCENT 

6 

TO  1 

2 YEARS 

56 

56 

1.798 

1.798 

1 3 

TO 

IT 

YFAR  S 

2 44 

30  C 

7.833 

9.631 

13 

TO 

20 

YEAR  S 

298 

59  8 

9.  567 

19. 197 

21 

TO 

24 

YEAR  S 

4 70 

106  8 

15.088 

34.  2 86 

75 

TO 

34 

YEARS 

1C  69 

213  7 

34.313 

68.604 

35 

TO 

44 

YEAR  S 

532 

2669 

19.079 

85.682 

4 S 

TO 

54 

YEARS 

749 

29  1 8 

7.994 

93.676 

55 

TO 

64 

YE  A°  S 

123 

3046 

4.  109 

97.785 

A 5 

AND 

01 

DFR 

6 9 

9115 

2.215 

100.000 

PACE 

FR  EOUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

2215 

2215 

71. 108 

71.108 

81.  ACK 

8 76 

309  1 

28.122 

99.230 

AM  FR  INDIAN 

23 

3114 

C.  7 38 

99.968 

OTHER 

1 

3115 

0.03  2 

ICO. COO 

SFY 

FR  EQUENCY 

CUM  FREQ 

P fRCFNT 

CU.M 

PERCENT 

MALE 

1770 

17  70 

56.822 

56.322 

F FMALE 

1345 

3115 

43.1 78 

100.000 

/I 


Mean  Age  (Yrs . ) 31-2 

Median  Age  (Yrs.)  29-0 
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TABLE  2 


BY  FACILITY 


F Y 82 


FREQUENCY  DISTRIBUTION  OF  AGE  - PACE  - SEX 
FAC  It  TTY  MURDOCH 


AGF  GROUP  /I 


ER  EO’JENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  l 

2 YEARS 

10 

10 

1 ,122 

1 .122 

13 

TO 

17  YEARS 

6 3 

73 

7.071 

8.193 

1 3 

TP 

20  YEARS 

71 

144 

7.969 

16. 162 

21 

TO 

24  YEARS 

119 

26  3 

13.356 

29.517 

25 

TO 

34  YEARS 

347 

610 

38.945 

68.462 

33 

TO 

44  YEARS 

155 

765 

17.396 

85.859 

43 

TO 

54  YEARS 

75 

840 

8.418 

94. 276 

55 

TO 

64  YEARS 

*7 

877 

4.153 

98.429 

55 

AND 

OLDER 

14 

89  1 

1.  571 

100.000 

RACE 

FREQUENCY 

CUN  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

653 

653 

73. 238 

73.288 

Pl  ACK 

2 33 

891 

26.712 

100.000 

SEX 

ff equency 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

‘ * A L f 

514 

514 

57.688 

57.688 

FEMALE 

?.  7 7 

89  1 

42.312 

1 CO. 000 

/I 


Mean  Age  (Yrs . ) 31-6 

Median  Age  (Yrs.)  29-0 


' 
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■ 
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TABLE  2 


3V  FACILITY 


F Y 32 


FREQUENCY  f)  IS  TR I BUT  ION  OF  ACE  - RACE  - SEX 
FAC  IL  ITY  = P*  BERRY 


A Ci F GROUP  /} 


FT  EQUENCY 

FUM  FREQ 

PERCENT 

CUM 

PERCENT 

{' 

T C!  12  YEATS 

7 

7 

1.261 

1.261 

13 

TO  17  YEARS 

41 

48 

7.  337 

8.649 

18 

TO  70  YEARS 

67 

116 

12.072 

29.721 

-> t 

<■  j. 

TO  24  YEARS 

98 

210 

17.11 7 

37.838 

?5 

TO  3 4 YEARS 

200 

410 

36.036 

73. 374 

38 

TO  44  YEARS 

103 

613 

13.559 

92.432 

4r' 

TO  84  YEARS 

T 2 

545 

5.  766 

98.198 

TO  64  YEARS 

7 

55? 

1. 26  1 

99.459 

*5 

AND  01.  OFF 

7 

556 

0.541 

1 00.000 

RACE 

FR  EQUENCY 

CUM  FPFO 

PERCENT 

CUM 

PEPCFNT 

WH  I T F 

320 

320 

57.658 

57. 658 

BLACK 

215 

536 

38.739 

96.396 

AMFR  T NO  1 AN 

20 

555 

3.604 

100.000 

SFX 

FP  EQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

7 l 3 

312 

56. 396 

56.396 

FFMAL  F 

242 

556 

43.604 

ICO. 000 

/ 1 Mean  Age  (Yrs.)  29.0 
Median  Age  (Yrs.)  28.0 
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TARLF  .? 


BY  fACIUTY 


FY82 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FACT  LIT Y=CASWELL 


AGE  GROUP  /I 


FP  FQUENCY 

CUM  FP FQ 

PERCENT 

CUM 

PERCFNT 

A 

Tp  12  YEARS 

6 

6 

0.57G 

0.570 

I? 

Til  11  YFAP  S 

47 

53 

4.463 

5.033 

IB 

TO  21  YEARS 

86 

139 

8.  167 

13.200 

2 1 

TO  24  YEAR'S 

138 

277 

13.105 

26.306 

?5 

TO  34  YEARS 

2 2 2 

599 

30. 579 

56.885 

B 5 

TO  44  YEARS 

2 1 Q 

818 

? F „ 7 9 8 

77.683 

45 

TO  54  YEARS 

112 

93C 

10.636 

88.319 

SB 

TO  64  YEARS 

72 

ICO  2 

6.338 

95.157 

65 

AND  OLDER 

51 

10  53 

4.843 

ICO. 000 

RACE 

FP  EQUENC Y 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

7 05 

7 05 

66.952 

66.952 

RL  ACK 

345 

105  0 

32.764 

99. 715 

A«ER  INDIAN 

3 

10  5 3 

0.285 

100.000 

SEX 

FREQUENCY 

CUM  FP  r-  Q 

PERCENT 

CUM 

PERCENT 

MALE 

532 

53  2 

55.271 

55.271 

FEMALE 

471 

1053 

44. 729 

o 

o 

o 

• 

o 

o 

[±  Mean  Age  (Yrs.)  35.0 
Med i an  Age  (Yrs . ) 32.0 


.. 


. T A 8L 2 - 3V  FACILITY  - EY82 

FREQUENCY  DISTRIBUTION  Of  AGE  - RACE  - SEX 
F AC l L I TY=WF  STERN  CAROLINA 


AGF  ORQIJR  /I 


FREQUENCY 

CUM  EPFQ 

PERCENT 

CUM 

percent 

A 

TO  1 

? YEARS 

33 

3 5 

5.357 

5.357 

n 

TO 

17  YEARS 

9 3 

126 

15.097 

20.455 

18 

TO 

20  YEARS 

74 

200 

12.013 

32.468 

O <) 

A 1 

Tp 

74  YEARS 

118 

318 

19.156 

51.623 

?q 

TO 

34  YEARS 

200 

513 

32.468 

84.091 

35 

TO 

44  YEARS 

5 5 

57  3 

3.929 

93.019 

A 5 

TO 

54  YEARS 

30 

603 

4.870 

97. 890 

55 

TO 

44  YEARS 

12 

615 

1.943 

09.838 

e.5 

AND 

ni  OF R 

1 

6 1 6 

0.162 

100.000 

RACF 

FREQUENCY 

CUY  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

5 37 

537 

87.  175 

87.175 

B1  4CK 

615 

12. 662 

99.838 

OTHER 

l 

616 

C.  162 

100.0 CO 

SEX 

FP  EOUENfY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MAI  E 

361 

361 

58.604 

58.604 

F EM AL  E 

755 

616 

41.396 

100.000 

/ 1 Mean  Age  (Yrs.)  25.9 

Median  Age  (Yrs.)  24.0 
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TABLE  3 - TGTALS  FOP  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY3? 

PR  F-TJFNC  Y distribution  of  ace  AT  ADMISSION  - length  of  stay 

age  at  ADMISSION  n 


FR  EOUENCY 

OUM  FPFQ 

PFRCENT 

CUM  PEPCFNT 

1 

TO 

5 YFARS 

75 

75 

2.40  3 

r\j 

* 

4> 

O 

00 

6 

TO 

1? 

YFARS 

15  19 

1 59  4 

43.764 

51.17? 

13 

TO 

1 7 

YF  \°  S 

643 

2237 

20.642 

71.814 

1 3 

TO 

20 

YEAR  S 

?55 

249  2 

8.  186 

80.000 

21 

TQ 

PA 

YEARS 

182 

’67  4 

5.843 

85.843 

25 

TO 

34 

YEARS 

9 5 7 

2931 

8.2  50 

94.093 

35 

TO 

44 

Yp  AR  S 

115 

3046 

3.69  2 

97. 785 

45 

TO 

54 

YEARS 

5 2 

3 99  3 

1.669 

99.454 

55 

TO 

64 

YEARS 

17 

3 115 

0.546 

100.000 

LENGTH 

OF  STAY  AT 

MR  CENTER  / 2 

FR  EQUENCY 

CUM  FRED 

PERCENT  CUM 

PERCENT 

LESS 

THAN  1 HO 

23 

23 

0.  738 

0.7  38 

l TO 

6 MONTHS 

2 1 

4 4 

0.674 

1.413 

6 TO 

12  MONTHS 

29 

73 

0.  931 

2.343 

1 TO 

? YEARS 

6 8 

14  1 

2.18  3 

4.  526 

2 TO 

3 YEARS 

113 

254 

3.628 

8.  154 

3 T° 

5 YEARS 

35 

339 

2.729 

10.883 

5 TO 

10  YEARS 

32? 

661 

10.337 

21.220 

10  TO 

15  YEARS 

6 33 

1349 

22.037 

43.307 

15  TO 

2 0 YEARS 

953 

2 30  2 

30.594 

73,900 

20  TO 

25  Y r AR  S 

439 

2741 

14.093 

87.994 

25  TO 

30  YEARS 

126 

2 86  7 

4.045 

92.039 

30  TO 

35  YEARS 

14? 

3CC9 

4.  559 

96.897 

35  TO 

40  YEARS 

22 

3031 

0.  706 

97.303 

40  T0 

45  YEARS 

31 

306? 

0.995 

98.299 

45  TO 

50  YEARS 

10 

30  7 ? 

0.321 

98.620 

50  TO 

55  YEARS 

23 

309  5 

0.738 

99.358 

55  TP 

60  YEARS 

1 1 

3106 

0.353 

99.711 

60  op 

MORE  YEARS 

9 

HI  5 

0.289 

100.000 

l± 

Mean 

Admission  Age  (Yrs.) 

15-2 

Med  i 

an  Admission  Age  (Yrs.) 

12.0 

n 

Mean 

Length  of  Stay  (Yrs.) 

16.5 

Median  Length  of  Stay  (Yrs. 

) 1 6. 7 

. 


■ 


■ 
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TARLF  3 - BY  FACILITY  - FY3? 

FREQUENCY  DISTRIBUTION  OF  AGF  AT  ADMISSION  - LENGTH  OF  STAY 

FAC  I L I TY-MURDOCH 


AGE  AT  ADMISSION  /I 


FREQUENCY 

CUM  FRF  Q 

PFPCFNT 

CUM  PFPCFNT 

1 

TO 

5 YEARS 

23 

? 3 

2*  581 

2.581 

6 

TO 

12  YEARS 

8 

431 

45.791 

43.373 

13 

TO 

17  YEARS 

1 68 

599 

18. 355 

67.223 

IB 

TO 

2G  YEARS 

91 

690 

10.213 

77.441 

21 

TO 

74  YEARS 

64 

754 

7.  133 

84.624 

25 

TO 

34  YEARS 

95 

8 49 

10.662 

55.296 

35 

TP 

44  YEARS 

31 

880 

3.4  79 

98.765 

45 

TO 

54  YEARS 

1 1 

89  1 

1.2  35 

100.000 

LENGTH  OF 

STAY  AT 

MR  CENTER  /2 

FREQUENCY 

CUM  FRFQ 

PERCENT  CUM 

PERCENT 

LRSS 

THAN  1 MO 

7 

7 

0.  786 

0.78  6 

1 TO 

6 MONTHS 

1 

8 

0.112 

0.89  8 

6 TO 

12  MONTHS 

7 

15 

0.  7 86 

1.684 

1 TO 

2 YFARS 

9 

24 

1.010 

2.694 

2 TP 

3 YEARS 

1 1 

35 

1.235 

3.928 

3 TP 

5 Mc  AP  S 

20 

55 

2.  245 

6.173 

5 TO 

10  YEARS 

100 

15  5 

11.223 

17.396 

10  TO 

15  YEARS 

178 

33  3 

19. 978 

37.374 

15  TO 

20  YEARS 

253 

586 

28.395 

65. 769 

?r  to 

25  YEARS 

754 

340 

28.507 

94.276 

25  TP 

30  YFARS 

4 

844 

0.449 

94. 725 

30  TP 

35  YEARS 

47 

89  1 

5.275 

1 CO. 000 

/ 1 Mean  Admission  Age  (Yrs.)  15-5 
Median  Admission  Age  (Yrs.)  13-0 


/2  Mean  Length  of  Stay  (Yrs.)  1 6 . 7 
Median  Length  of  Stay  (Yrs.)l6.8 


< 
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TABLE  3 - BY  FACILITY  - FY82 

FREQUENCY  DISTRIBUTION  Of  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

F AC I L I TY  =0 ' SERF  Y 


AGE  AT  ADMISSION  /I 


FP  EQUFNCY 

CUM  FRED 

P FRCENT 

CUM  percent 

1 

rn 

5 YEARS 

15 

i 5 

2.70  3 

2.703 

6 

TP 

12  YEARS 

267 

2R2 

48. 108 

50.311 

L3 

TO 

1 7 YEARS 

106 

33  3 

19. 099 

69.910 

I 8 

TO 

20  YEARS 

49 

437 

3.  32  9 

78.739 

1. 1 

TO 

2 A YEARS 

32 

469 

5.766 

84.505 

>5 

TO 

34  YEARS 

55 

5 24 

9.910 

94.414 

35 

TO 

A A YEARS 

24 

548 

4.  324 

98.739 

**5 

TO 

54  YEARS 

4 

552 

0.  721 

99.459 

55 

TO 

64  YEARS 

3 

55  5 

0.541 

100.000 

LENGTH 

OF  STAY  AT 

MR  CENTER  /2 

TP  EQUEN0Y 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

1 ESS 

THAN  1 MO 

5 

5 

0.901 

0.901 

1 TfJ 

6 MONTHS 

4- 

9 

0.721 

1.622 

6 TP 

12  months 

4 

13 

0.721 

2.342 

1 TP 

2 YE  APS 

23 

36 

4.  144 

6 • 486 

? TP 

3 YEARS 

8 

44 

1.441 

7.928 

^ yn 

5 ME  APS 

18 

6 2 

3.  243 

11.171 

5 TO 

10  YEARS 

56 

1 1 8 

10.090 

21.261 

1C  TP 

15  YRARS 

123 

241 

22. 162 

43.423 

15  TO 

20  YEARS 

235 

476 

42.342 

85. 766 

20  TO 

25  YEARS 

79 

555 

14.234 

IOC. 000 

/]  Mean  Admission  Age  (Yrs.)  15-3 
Median  Admission  Age  (Yrs.)l2.0 


/'l  Mean  Length  of  Stay  (Yrs.)  1 4 - 2 
Median  Length  of  Stay  (Y  rs.  )l  5 - 5 


TAHLF  ’ 


BY  FACILITY 


FYR2 


crcQUFNCY  01  ST E I BUT  I DU  OF  AGE  AT  A0MISSIUN  - LENGTH  OF  STAY 

FACILT  TY=f.ASWFH 


AG  F AT  A PM ! S S I C N / } 


FP  FQUFNCY 

CUM  FRFQ 

PERCENT 

CUM 

PERCENT 

1 TO  5 YFARS 

13 

1 3 

1.235 

1.235 

6 TO  12  YFARS 

564 

577 

53. 561 

54.796 

13  TO  17  YP  AR  S 

2 13 

79  5 

20. 703 

75.499 

IP  TO  20  Yf  AR c 

7 3 

873 

7.40  7 

82,906 

?1  TO  24  YFARS 

5 2 

Q?  5 

4.938 

87. 844 

2S  TO  34  YEARS 

6 3 

988 

5.983 

93.827 

35  TO  44  YEARS 

40 

1023 

3.799 

97.626 

45  T 0 54  YEARS 

18 

1046 

1 . 709 

99.335 

SS  TO  64  YEARS 

7 

105  3 

0.  665 

ICO. 000 

LENGTH  OF  STAY  AT 

MR  CENTER 

/ 2 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

LFSS  THAN  1 MO 

7 

7 

0.665 

0.665 

1 TO  6 MONTHS 

4 

1 1 

0.380 

1.045 

6 TO  12  MONTHS 

5 

16 

0.475 

1.519 

1 TO  2 YEARS 

15 

31 

1.425 

2.944 

2 in  3 YEARS 

10 

41 

0.9  50 

3.894 

7 TO  5 YFARS 

2 7 

63 

2.089 

5.983 

5 TO  13  YFARS 

67 

130 

6.363 

12.346 

10  TO  15  YFARS 

196 

326 

18.613 

30.959 

IS  TO  20  YEARS 

29  8 

624 

28. 300 

59. 259 

?C  TO  2 5 YFARS 

106 

730 

10.066 

69.326 

?5  TO  30  YEARS 

122 

852 

11.586 

80.912 

30  TO  3 5 YEARS 

95 

94  7 

9.022 

89.934 

15  to  43  YEARS 

22 

969 

2.089 

92.023 

4C  T O 4 5 Y c AR  S 

31 

10QC 

2.944 

94.967 

45  TO  50  YEARS 

10 

1010 

0.950 

95.916 

50  TO  5 5 YEARS 

23 

1033 

2.  184 

98. 101 

55  TO  60  YEARS 

1 1 

1044 

1.045 

99. 145 

63  OR  MORE  YFARS 

9 

1C  5 3 

0.855 

100.000 

/I  Mean  Admiss 

ion  Age  (Yrs.) 

14.6 

Median  Admission  Age  (Yrs. 

) 12.0 

/2  Mean  Length 

of  Stay  (Yrs.) 

20.9 

Median  Length  of  Stay  (Yrs.)l7-0 


' 


■ 


T A B L r 3 


BY  FAC  It  TTY 


f YB? 


FREQUENCY  0 

I STR I RUT  ION  OE 

AGE  AT 

admission  - 

LENGTH  OF  S 

EACH  ITY 

-WESTERN 

CAROLINA 

AGE 

AT  A DM  I 

SSI  ON  /I 

FREQUENCY 

CUM  FREQ 

PERCENT 

cum  percent 

1 TC  5 Y!r  AP  S 

24 

24 

3.  396 

3.396 

6 TC  12  YEARS 

2 BO 

30  4 

45.455 

49.351 

13  TH  17  YEARS 

151 

45  5 

24.513 

77. 364 

13  TO  20  YEARS 

37 

40  2 

6.006 

79.870 

71  TO  2 4 YEARS 

34 

526 

5.519 

85.390 

35  TO  34  YEARS 

44 

5 7 0; 

7.143 

92.532 

35  TO  44  YEARS 

2 0 

590 

3.247 

95.779 

45  Tn  54  YEARS 

19 

609 

3.08  4 

98.864 

5 ^ TO  6 4 YEARS 

7 

6 16 

1.136 

100.000 

LENGTH  OF 

S T A Y AT 

MR  CENTER 

/ 2 

fP EQUENCY 

CUM  FREQ 

PERCENT 

TTUM  PERCENT 

LESS  THAN  1 yq 

4 

4 

0.649 

0.649 

1 T n 6 MONTHS 

12 

16 

1.948 

2.597 

6 TO  12  MCNTH S 

1 3 

29 

2.  110 

4.70  3 

1 TO  2 YEARS 

2 1 

50 

3.409 

8.117 

7 TO  3 YEARS 

8 4 

134 

13.636 

21.753 

3 TC  5 YEARS 

2 5 

159 

4.058 

25.8  12 

5 T 0 10  YEARS 

99 

253 

16.071 

41.883 

10  TO  15  YEARS 

191 

449 

31. 006 

72.890 

15  TO  20  YEARS 

16  7 

616 

27.  no 

100.000 

/ 1 Mean  Admission  Age  (Yrs.)  15-9 
Median  Admission  Age  (Yrs.)  13-0 

/ 2 Mean  Length  of  Stay  (Yrs.)  10.5 
Median  Length  of  Stay  (Yrs. ) 12. 1 


' 
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TABLE  4 


- TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FYS 


FREQUENCY  DISTRIBUTION  OF  10  - ADAPTIVE  BEHAVIOR  L F V E L S - AND 
COMBINED  IQ  AND  ADAPT  T V c BEHAVIOR  LEVELS 


10 


FREQUENCY  CUM  FREQ 


PERCENT  CUM  PERCENT 


NOT  STATED 

1 

NOT  SIGNIFICANT 

1.0 

MTLO 

60 

MnD  E R ATE 

24  P 

SEVERE 

679 

PROFOUND 

20*04 

IJNSPFC  IF  I FD 

2 0 

10 

0.321 

0.321 

79 

2.216 

2.  537 

32  1 

7.771 

10,308 

1000 

21. BOB 

32.113 

30  94 

67.245 

99.358 

3114 

0.642 

100. GGO 

ADAPTIVE  BEHAVIOR 

FREQUENCY  CIJM  FREQ  PERCENT  CUM  PERCENT 


NOT  STATED 

1 

NOT  SIGNIFICANT 

4 

MILD 

5 7 

MOD  ("RATE 

276 

SEVERE 

6 76 

PROFOUND 

2056 

IJM SPEC  TF  I FD 

45 

• « 


4 

0.128 

0.128 

6 1 

1.830 

1.959 

337 

8.863 

10. 822 

1013 

21.708 

32.531 

306  9 

66. 024 

98.555 

3114 

1.445 

100. COO 

NDT  STATED 
NOT  SIGN- NOT  S!G 
NOT  SIGN-MILD 
NOT  SIGN-MOD 
MOT  SIGN-SEV 
NOT  SIGN-PROF 
MILD-SEV 
m ILD-MT LD 
MIL  D-MOD 
MILO -PROF 

mrd-unspec 

MGO-M  IL  0 

M0D-MOD 

MPD-SEV 

BCD- PROF 

MOD -UN SPEC 

S EV- MILD 

SEV-MOD 

S EV- SEV 

SEV-PROF 

SEV-UNSPEC 

PROF -MOO 

PROF-SEV 

PPOF-PRCr 

tJNSP  E C—  NOT  SIGN 

1 1 NS PEC- PROF 

UNSPEC-UNSP EC 


COMBINED  ID  AND  AB  LEVEL 


FREQUENCY  CUM  FREQ 


7 

7 

2 

9 

o 

11 

2 

13 

3 

16 

1 

1 7 

8 

2 5 

32 

57 

21 

7 8 

3 

81 

5 

86 

15 

101 

147 

248 

47 

295 

20 

315 

13 

32  8 

8 

336 

98 

43  4 

43  2 

866 

127 

993 

14 

1007 

8 

1015 

183 

1 198 

1396 

309  4 

7 

3101 

5 

3 ln6 

9 

3115 

PERCENT 

CUM  PERCENT 

€.225 

C.  225 

0.064 

0.289 

0.064 

0.353 

0.064 

0.417 

0.096 

0.514 

0.032 

0.546 

0.257 

0.80  3 

1.02  7 

1.830 

0.674 

2.504 

0.096 

2.600 

0.161 

2.761 

0.482 

3.24  2 

4.719 

7.961 

1. 509 

9.47Q 

0.64  2 

10.112 

0.417 

10.530 

0.257 

10. 787 

3.146 

13.933 

13.868 

27.801 

4.077 

31.878 

C.  449 

. 32.327 

C.257 

32.584 

5.875 

38.459 

60. 867 

99.326 

0.225 

99. 551 

0.161 

99.711 

0.289 

IOC. 000 

* 

■ 
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TABLE  4 


BY  F AC  I L I T Y 


F Y 82 


FREQUENCY  DI STB  I BUT  UN  OF  IQ  - ADAPT l VF  BFHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACT L ITY=MURnnCH 


!Q 

FREQUENCY 

CUM  FREQ 

PFRCENT 

CUM  PERCENT 

NOT  SIGNIFICANT 

2 

2 

0, 22  A 

0.224 

MILD 

1 7 

1 9 

1.908 

2.13? 

MOOF  PATE 

66 

85 

7.407 

9.  540 

SEVERE 

20  5 

2 DO 

23.008 

32.548 

PROFOUND 

5 95 

885 

66. 779 

99.327 

UNSPECIFIED 

6 

891 

0.6  73 

100.000 

ADAPTIVE  BEHAVIOR 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  SIGNIFICANT 

2 

2 

0.224 

0.224 

MU  0 

1 1 

13 

1.235 

1.459 

MODERATE 

76 

89 

8.530 

9.989 

SEVERE 

191 

2 8 G 

21.437 

31.425 

PROFOUND 

60  5 

38  5 

67.901 

99.327 

UNSPEC.  IF  TED 

6 

891 

0.673 

100.000 

COMBINED  10  AND 

AB  LEVEL 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  SIGN-MOT  SI  G 

2 

2 

'•.224 

n • ? 2^ 

M 1 1 0 - M I L 0 

9 

i 1 

1.010 

1.2  35 

'll  n-MOD 

6 

17 

C.  673 

1.908 

Mil  D-SEV 

2 

19 

0.224 

2.  132 

MOD  - M II  P 

1 

20 

0.112 

2.245 

MOD -M0D 

37 

57 

4.153 

6.  39  7 

MOD- S FV 

19 

76 

2.  13? 

8.5  30 

MOD- PROF 

9 

35 

1.010 

9.540 

SFV-MILD 

1 

86 

C . 1 1 2 

9.65? 

S FV- M pn 

30 

116 

3.  367 

13.019 

S EV-SEV 

126 

242 

14. 141 

2 7.160 

S py- PROF 

48 

2 90 

5.387 

32.548 

PPpr-Mpo 

3 

99  3 

0.3  37 

32.884 

PROF -SEV 

44 

33  7 

4.938 

37.823 

PROF  - P9  OF 

54  8 

885 

61. 504 

99.327 

MOT  STATED 

6 

Roi 

0.6  73 

1 CO.  ''GO 

TABLE  4 


BY  FACILITY 


FY8  2 


FREQUENCY  DISTRIBUTION  OF  10  - ADAPTIVE  BEHAVIOR  LFVEIS-  AND 
COMBINED  IQ  AMD  ADAPTIVE  BFHAVIDR  LEVELS 
FACILT  TY=0*BFPRY 


IQ 

FR  EQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MILD 

1 

1 

C.  180 

C.  180 

'<00  ER  AT  F 

4 

6 

0.771 

0.901 

SEVER E 

80 

8 5 

14.414 

15.315 

PROFOUND 

4 70 

555 

84. 685 

100.000 

A DAP 

T IVF  BEHAVIOR 

FP  EDUENCY 

CUM  frfQ 

PERCENT 

C tJM 

PFRCFNT 

M I L D 

3 

3 

0.541 

0.541 

MODERATE 

9 

1 ? 

1.672 

2.16? 

SEVERE 

97 

109 

17.477 

19.640 

PROFOUND 

446 

555 

80.360 

100.000 

COMBINED  IQ  AND 

AB  LEVEL 

FR  EQUENC Y 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

w I L 0 -M  I L D 

I 

1 

0.  180 

0.180 

vno-MDD 

I 

2 

0.180 

0.360 

M0D- SF V 

3 

5 

0.541 

0.901 

sev-mild 

7 

0.  36  0 

1. 26  1 

SEV-MOO 

7 

14 

1.261 

2.523 

SFV- SF V 

64 

6 8 

9.  730 

12.25? 

SFV-PROF 

17 

8 5 

3.063 

15.  31  5 

PR  qf-mpd 

l 

86 

0.180 

15.495 

PRQF-SEV 

40 

176 

7.20  7 

22. 703 

PROF -PROF 

479 

555 

77.297 

100.000 

‘ 


. 


TABLE  4 


8 Y FACILITY  ~ Fy  32 


FREQUENCY  DISTRIBUTION  OF  TQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  ID  AMD  ADAPTIVE  BEHAVIOR  LEVELS 
FACIL I TY=CA SWELL 


T 0 

FREQUENCY 

COM  FREQ 

PERCENT 

C iJM  PERCENT 

NOT  STATED 

I 

• 

• 

' « 

NOT  SI  ONI  r- team  t 

8 

8 

Q.  760 

0.760 

M T t_0 

83 

4 1 

3.137 

3.897 

MODE  PATE 

102 

143 

5.696 

13. 593 

SEVERE 

3 43 

,38  5 

33.004 

36.597 

nr?nr  ou  ND 

653 

1C  3 8 

63.072 

98.669 

IJNSP  EC  T F I ED 

1 4 

1 05  3 

1.331 

1 GO. 000 

ADAPTIVE  BEHAVIOR 

FREQUENCY 

CUM  FRRQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

<fc 

® 

NOT  SIGNIFICANT 

y 

y 

C.  190 

0.  190 

MIL  0 

36 

2 8 

2.471 

2.662 

MPOFRA  TE 

110 

138 

10.456 

13. 118 

SEVF«F 

24  3 

331 

23.099 

36. 217 

PROFOUND 

634 

1 0 1 5 

60.266 

9 6®  483 

UNSPEC IF  TED 

37 

IQ  5? 

3.  517 

100 .00 C 

COMBINED  l Q AND 

AS  LEVEL 

FR  FOUFNf Y 

CUM  FREQ 

PERCENT 

CUV  PERCENT 

NOT  STATED 

1 

4s 

* 

NPT  SIGN-MILD 

y 

p 

0.190 

0.  190 

NOT  SIGN-MOD 

y 

4 

0.  19C 

0.380 

not  sign-sev 

3 

7 

0.235 

0.665 

NOT  SIGN-PROF 

1 

S 

C.C95 

0.760 

mild-sev 

4 

12 

C.  380 

l.  141 

mj  l 0 -M  ILD 

11 

2 3 

1.046 

2.186 

Ml LD-MCD 

11 

34 

1.046 

3.232 

MILD-PPOF 

2 

3 6 

0.190 

3.42? 

‘ULD-IINSPEC 

5 

4 1 

0.47  5 

3.897 

MOD  - M I i 0 

9 

50 

0.  35  6 

4- , 7 5 3 

MQO -MOO 

53 

10  3 

5.038 

9.791 

MOD- SE V 

19 

12? 

1. 806 

11.597 

mod  - PR  OF 

9 

131 

P.856 

12.45? 

mro-UN  SPEC 

12 

143 

1.141 

13.593 

SFV-MI  LO 

4 

147 

C.38C 

13.973 

SFv-wnc 

40 

187 

3 . 3 0 2 

17. 776 

SEV-SF V 

140 

-*P7 

13.338 

3 1.084 

SEV-PR OF 

44 

371 

4.  133 

35.266 

SEV-UNSPEC 

14 

385 

1.331 

36.597 

PROF-MCD 

4 

389 

C.  380 

36.977 

ORQF-S  EV 

74 

46  3 

7.034 

44.011 

PROP -PRQF 

56° 

1C  3 2 

54. 087 

58.099 

UNSPEC -NOT  SIGN 

6 

103  8 

C.570 

98.669 

UNSPEC -PROF 

5 

104  3 

0.475 

99. 144 

UNS  PEC -UNSPEC 

9 

1 0 5 ? 

C.856 

100. COO 

* 


* 


TABLE- 4 


RY  FACILITY 


FY8? 


FREQUENCY  DISTRIBUTION  0 E IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
EACH  ITY=KESTERN  CAROLINA 


IQ 


FREQUENCY  CUM  FREQ 


PFRCENT  CUM  PFRCFNT 


M i l n 

18 

MOD ER ATE 

70 

SEVERE 

152 

PROFOUND 

376 

18 

2.922 

88 

11.364 

240 

24.675 

616 

61.039 

P.922 
14.286 
B8.961 
100. COO 


ADAPTIVE  BEHAVIOR 
FREQUENCY  CUM  FREQ  PERCENT 


CUM  PERCENT 


MILD 

17 

MODERATE 

81 

SEVERE 

145 

PROFOUND 

371 

UNSPEC  IF  I ED 

2 

17 

2.760 

2.  760 

98 

13. 149 

15,509 

243 

23,539 

39.448 

614 

60.227 

99.675 

616 

0.325 

1 CO. 000 

COMBINED  IQ  AND  AR  LEVEL 


FR FQUENCY 

CUM  FRFO 

PERCENT 

CUM  PERCFNT 

MILO-M  ild 

11 

i 1 

1.786 

1.786 

mi  ld-mgd 

4 

15 

0.649 

2.435 

mtld-sev 

2 

1 7 

0.325 

2.760 

mild -PROF 

1 

1 8 

C.  162 

2.922 

uno-Mf  LO 

5 

23 

0.812 

3.  734 

MOD- MOD 

56 

79 

9.091 

12.825 

MOD-SEV 

6 

85 

0.974 

13. 799 

VQD-PPCF 

2 

87 

0.325 

14. 123 

mod -UNSAFE 

1 

88 

0.  162 

14. 286 

SE V-M I ID 

1 

89 

C.  162 

14.448 

SFV-mod 

21 

110 

3.4  09 

17.857 

SE  V - SE  V 

112 

222 

18.18? 

36.039 

SEV-PRCF 

IS 

240 

2.922 

33  .961 

PROF -S  EV 

25 

265 

4.058 

43.019 

PROc-P  ROE 

350 

61  5 

56.818 

99.838 

QMS PEC -NOT  SIGN 

1 

616 

C.  16? 

ICO. 000 

TABLE  5 


- TOTALS  FOR  the  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY62 

FREQUENCY  DISTRIBUTION  Of  INC.  IDFNCF  Of  ADDITIONAL  DISABILITIES 
AMONG  M EM  T AL  RETARDATION  CENTER  RESIDENTS 


CEREBRAL  PALSY 

CUM  PERCENT 

FR EQUEMCY 

CU^  FREQ 

PERCENT 

NO 

2 567 

• 

• 

• 

YE  S 

5 48 

548 

ICC. COO 

100*  coo 

FP  EQUEMCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM  PERCENT 

NO 

YES 

19  C 3 
1207 

* 

1207 

• 

100. 00 c 

« 

100.000 

Ep  EQIJENCY 

AUT I SM 
CUM  FREQ 

PERCENT 

CUM 

percent 

NO 

YES 

30  91 
24 

« 

2 4 

» 

ICC. 000 

• 

ICO. 000 

OTHER  ME 
frequency 

UROLOGICAL 
CUM  FREQ 

01 SORDEPS 
PERCENT 

CUM 

PERCENT 

NO 

YES 

3048 
6 7 

9 

6 7 

• 

1 00.000 

ICO. 000 

FR  FQUFNCY 

AMBULATION 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MOT  STATED 

1 l 

• 

• 

• 

AMBULATORY 

2169 

2169 

69. 878 

69.378 

NON  AMRUL  MOBILE 

29  7 

246  6 

9,568 

79. 446 

MOM  AMPUL  NON  MS 

638 

3 1 0 4 

20.554 

ICO. 000 

IMPAIRMENT  OF  SPECIAL  SENSES 
FREQUENCY  CUM  FREQ  PERCENT 

CUM 

PERCENT 

MOT  STATED 

1 3 

9 

• 

« 

NO  SENSORY  I MPA  I 

22  34 

2224 

71.696 

71.696 

DEAF 

51 

2276 

1.644 

73.340 

HEAPING  HANDICAP 

144 

2419 

4.  642 

77.982 

blind 

248 

2667 

7.995 

85.977 

VISUAL  HANDICAP 

2 58 

2925 

8.317 

94.294 

DEAF  BLIND 

3 3 

29  5 8 

1.064 

95.358 

"LIND  AND  HEAR  IN 

4? 

3000 

1.354 

96 • 712 

DEAF  AMD  VISUAL 

9 

3009 

C.  290 

97.002 

HEAPING  AND  VTSU 

32 

3 041 

1.032 

93.034 

OTHER  IMPAIRMENT 

61 

310? 

1.966 

100.000 

. 


■ 


TABLE  5 


TOTALS  F OP  THE  FQl SP  STATE  MENTAL  RETARDATION  CENTERS  FY82 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  [DISABILITIES 


AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

01  SORDER 

OF  PERCEPT 

EXPR  FSS 

FR  FDUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

I? 

• 

« 

• 

NO  D I SORDER 

725 

125 

23.364 

23. 364 

NO  SPEECH 

1 4C6 

2131 

45. 311 

68.675 

MOTOR  DISORDER 

S 3 7 7 

?50  8 

12.150 

80.825 

PERCEPTUAL  DT  SOP  34 

2 54  2 

1.096 

81.921 

MIXED  OTHER 

561 

310  3 

18. 079 

100.000 

PSYCHIATRIC  IMPAIRMENT 

FR  FQUFNCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

13 

# 

w 

« 

NO  PSYCHIATRIC  I 

2665 

2 66  6 

85.912 

85.912 

PSYCHOS  cs 

l L 9 

2 78  4 

3.836 

89.749 

NEUROSES 

1 1 

2 79  5 

C.  355 

90.103 

CHARACTER  DISORD 

86 

2 8 81 

2.772 

92.876 

°SYC  HQPHY  S T OLOG  I 

19 

8900 

0.613 

93.488 

OTHER  PSYCH  I ATR! 

20  2 

3 1 0 2 

6.512 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO 

MR  /] 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

C 

319 

319 

10. 241 

10.241 

1 

792 

1111 

25.425 

35.666 

897 

200  8 

28.796 

64.462 

3 

6 38 

264  6 

20.482 

84.944 

4 

•5  79 

30  2 5 

12. 167 

O'7. Ill 

5 

8 2 

310  7 

2.632 

99.743 

6 

8 

3115 

0.257 

100.000 

/ 1 Mean  Number  of  Additional  Disabilities  2.1 

Median  Number  of  Additional  Disabilities  2.0 


■ 


‘ 


■ 


TABLE  5 - BY  FACILITY  - FY82 

FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 

among  mental  retardation  center  residents 

FACT  L I TY-MURDE1CH 


CEREBRAL  PALSY 

FREQUENCY  CUm  FRPQ  percent 

CUM 

PERCENT 

NO 

YES 

570 
3 21 

• 

321 

• 

ICC. DOG 

• 

100.000 

FREQUENCY 

EPIL E°  S Y 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 
VF  S 

577 
3 14 

• 

314 

« 

ICC. 000 

• 

ICO. COO 

FP  EQUENCY 

AUT  I SM 
CUM  FREO 

PERCENT 

CUM 

PERCENT 

NO 

YES 

890 

1 

• 

1 

*> 

ICO. 000 

• 

100.000 

OTHER  N 
FR EQUENCY 

EURO  LOG  IC  AL 
CUM  FREQ 

DISORDERS 

PERCENT 

CUM 

PERCENT 

NO 

891 

» 

* 

FR EQUENCY 

AMBULATION 
CUM  FREO 

PERCENT 

CUM  PERCENT 

NDT  STATED 

5 

„ 

■0 

AMPUL  AT  OR  Y 

654 

654 

73.815 

73.815 

NON  AMBUL  MOBILE 

7 7 

73  1 

8.691 

82.506 

NON  AMBUL  NGN  MO 

155 

8 86 

17.494 

100.000 

IMPAIRMENT 

OF  SPECIAL  SENSES 

FREQUENCY  CUM  FREQ 

PERCENT 

CUM  PERCENT 

NCT  STATED 

7 

® 

• 

• 

NC  SENSORY  IMPAT 

66  4 

66  4 

75.113 

75. 113 

HEAP 

13 

677 

1.471 

76.584 

HEARING  HANDICAP 

28 

70  5 

3.167 

79.751 

BL I N 0 

70 

775 

3.919 

87.670 

VISUAL  HANDICAP 

67 

342 

7.579 

95. 249 

oeae  blind 

7 

349 

0.  792 

96.041 

BLIND  AND  HEAR  IN 

14 

863 

1.  53  4 

97.624 

HEARING  AND  VISU 

5 

868 

0.566 

93.190 

OTHER  IMPAIRMENT 

16 

884 

1.310 

1 00. COO 

* 


TABLE  5 


BY  FAC TL TTY 


FY82 


FREQUENCY  DISTRIBUTION  Q*~  I N C I D c NC  E OF  ADDITIONAL  DISABILITIES 
A MONO  MENTAL  RETARDATION  CENTER  RESIDENTS 
EACIL  TTY=MiJPDOCH 


01 SORDFR 
FP  FOUENC  Y 

qt  pr-RCFPT 
CUM  FRFQ 

FXPRESS 

PERCENT 

CIJM  PERCENT 

MOT  STATED 

6 

o 

4* 

• 

MO  DISORDER 

2 24 

224 

25.311 

25.311 

‘JO  SPEECH 

3 72 

596 

42.034 

67 . 345 

motor  DTSORDER  S 

1 36 

73? 

15.367 

82.712 

°EPC  F PT  UAL  DTSOP 

8 

743 

0.904 

83.616 

MIXED  OTHER 

LAS 

885 

16.384 

100.000 

PSYCHIATRIC  T IMPAIRMENT 


FREQUENCY 

CUM  PPEQ 

PERCENT 

CUM  PERCENT 

not  S T A T n 9 

7 

* 

• 

<* 

NC  PS VC  HI ATRIC  I 

7 35 

73  5 

83.145 

83. 145 

PSYCHOSES 

56 

79  l 

6.  33  5 

89.480 

NEUROSES 

8 

799 

0.90  5 

90.385 

CHARACTER  DISORD 

3 

80  ? 

0.339 

90.724 

PSYC  HOP  H v S I OL  00 I 

3 

RP  5 

0.339 

9 1.G63 

OTHER  PSYCHIATRT 

79 

884 

8.937 

100.000 

NUMBER  C3F  DISABILITIES  IN  ADDITION  TO  MR  /I 


FR  EQU  tNC  Y 

CUM  FRFQ 

PERCENT 

CUM  PERCENT 

0 

8 8 

8 8 

9.877 

9.877 

1 

2 35 

323 

26.375 

36.251 

2 

252 

575 

2®. 283 

64.534 

3 

149 

72  4 

16. 723 

81.257 

4 

123 

84  7 

13.805 

95.062 

5 

44 

89  1 

4.938 

1C0.00C 

Mean  Number 

of  Add i t i ona 1 

D i sab i 1 i t i es 

2.1 

Median  Number  of  Additional  Disabilities 

2.0 

' 


. 

< 


TABLE  5 


- BY  FACILITY  - FY32 

-rnnrNfY  DISTRIBUTION  OF  INCIOENCF  OF  ADDITIONAL  DISABILITIES 
AMfNC  MENTAL  PETARD  AT  TON  CENTER  RESIDENTS 
FAf TLITV=C*RERPY 


C 

FF  EQUENC Y 

ERFRRAl  PALSY 
OUM  FREQ  PERCENT 

CUM 

PERCENT 

NO 

YES 

E4E 

10 

10 

• 

ICC. 000 

• 

100.000 

FREQUENCY 

EPILEPSY 
CIJM  FP  EQ 

PERCENT 

CUM 

PFRCFNT 

NO 

YES 

264 
29  1 

* 

29  1 

• 

1C0.0CC 

• 

ICO. coo 

FREQUENCY 

AUT I SM 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

EEE 

• 

• 

9 

OTHER  NFUPQI.nO  IC AL 
FREQUENCY  CUM  FREQ 


01 SCROERS 

PERCENT  CUM  PERCENT 


NO  SEE 


ADULATORY 

NON  AMRIJl  MOBILE 

NCN  AMBUL  NCN  MO 


FREQUENCY 


AMBULATION 

CUM  FREQ  PERCFNT  CUM  PERCENT 


3E  7 
EG 
143 


3E  7 64, 324 
4C?  9.009 
EEE  26,667 


64.324 
73.333 
ICO. COO 


NO  SENSORY  I^PAI 
DEAF 

HEAPING  HANDICAP 
BL  I MD 

VISUAL  HANDICAP 
DEAF  BLIND 
BLIND  AND  HEAP  IN 
HEAR  I NO,  AND  VISU 


IMPAIRMENT  OF  SPECIAL  SENSES 
FREQUENCY  CUM  FPCQ  PERCENT  CUM 

PERCENT 

3 8 S 

3 

38  E 

69.369 

69.369 

38  8 

C.E41 

69 • ° 1 0 

6 1 

449 

10.991 

80.901 

9 2 

6 4 1 

16.577 

97.477 

3 

E43 

0.  360 

97.833 

2 

54  6 

0.360 

98. 198 

9 

EE  4 

1.622 

99.820 

1 

E E 5 

C.  180 

100.000 

* 


' 


tabu:  s 


Rv  FAC  II.  I TV 


FVB2 


r-RFGUENCY  D I SIR  I BUT  TON  OF  INC  TOENCE  PF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CFNTFR  RESIDENTS 
FAC.  I L I TY  = D«  BEPR  V 


DI SORDER 
FP  EQUENCY 

PE  PERCEPT 
CUM  ergo 

EXPRESS 

PERCENT 

CUM  PERCENT 

NO  DISORDER 

lr> 

IF 

2.  703 

P.70  3 

NO  SPEECH 

3 89 

404 

70. GOO 

72. 7°3 

VCTOR  DISORDER  S 

I 10 

514 

10. 8. PC 

02.613 

MIXED  OTHER 

41 

55  5 

7.38  7 

IOC. 000 

PSYCHIATRIC  IMPAIRMENT 


FR  FOUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NC  PSYCHTATRIC  I 

4^0 

4 30 

77. 477 

77.477 

PSYCHOSES 

13 

44  8 

3.243 

80. 721 

CHARACTER  DISORD 

58 

506 

10. 450 

91 .171 

ETHER  PSYCHIATRI 

49 

55  5 

8.  82  9 

100.000 

NUMBER  PE  DISABILITIES  IN 

ADD! T I DH 

TO 

MR  / I 

FREQUENCY 

CUM  FREQ 

PERCENT 

C UM 

PERCENT 

0 

6 

6 

1.081 

1.081 

1 

9 7 

103 

17.477 

13.559 

2 

2 07 

310 

37. 297 

55.856 

3 

161 

4 71 

29.009 

84. 865 

4 

30 

55  1 

14.414 

99.279 

5 

4 

555 

0.721 

ICC. COO 

/ 1 Mean  Number  of  Additional  Disabilities  2.4 
Median  Number  of  Additional  Disabilities  2.0 


' 


' 


TABLE  5 


BY  FACILITY 


F Y 82 


FREQUENCY  DISTRIBUTION 
AMONG  MENTAL 


CF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
RETARDATION  CENTER  RESIDENTS 
FACILI TY=CASWELL 


CEREBRAL  PALSY 

FREQUENCY  CUM  FREQ  PERCENT 

CUM 

PERCENT 

NO 

YES 

863 

100 

•• 

190 

• 

100.000 

• 

100.000 

FREQUENCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

710 

3 34 

• 

33  4 

• 

100.000 

* 

100. COO 

FREQUENCY 

AUTISM 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

1040 

13 

• 

13 

* 

100.000 

«» 

1 00.000 

OTHER  NF 
FREQUENCY 

UROLOGICAL 
CUM  FREQ 

D l SCRDER5 
PERCENT 

CUM 

PER-CENT 

NO 

YES 

10  CO 
53 

o 

5 3 

100.000 

4» 

100.000 

AMBULATION 

FR  EQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

6 

# 

« 

• 

AMRULATURY 

791 

791 

75.549 

75.549 

NON  AMBUL  MOBILE 

1 12 

903 

10.697 

86 . 246 

NON  AMBUL  NCN  MO 

144 

104  7 

13. 754 

100.000 

IMPAIRMENT  OF  SPECIAL  SENSES 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

NOT  STATED 

6 

* 

• 

• 

NO  SENSORY  I MPA  I 

758 

758 

72.397 

72.397 

DEAF 

23 

778 

1.910 

74.308 

HEADING  HANOI  CAP 

28 

806 

2.674 

76.982 

BLIND 

36 

842 

3.438 

80.420 

VISUAL  HANDICAP 

131 

973 

12.512 

92.932 

DEAF  bl  ino 

1 1 

° 8 4 

1.051 

93.983 

BLIND  AND  HEAR  IN 

5 

98  9 

0.478 

94.460 

DEAF  AMD  VISUAL 

7 

996 

0.669 

95.129 

HEARING  AND  VfSU 

10 

ICO  6 

0.955 

96.084 

ETHER  IMPAIRMENT 

41 

104  7 

3.916 

ICO. 000 

1 • • A"  , 


TABLE  5 - BY  FACILITY  - FY82 

FREQUENCY  DISTRIBUTION  CF  INCIDENCE  OF  ABO  I II  ON A L DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACT L I TY=CA SWELL 


DISORDER 

FREQUENCY 

0 E PERCEPT 
CUM  FRFQ 

EXPRESS 

PERCENT 

C'JM  PERCENT 

nct  stated 

6 

• 

• 

• 

MO  DISORDER 

307 

*3  r , 7 

29.33.2 

29.322 

NO  SPEECH 

3 17 

63  A 

?p. 277 

59.599 

MOTOR  DISORDER  s 

1C1 

7 33 

9.647 

69 .245 

PERCEPTUAL  DT  SDR 

9 

73  A 

0.860 

73.105 

MIXED  OTHER 

313 

l 0 AT 

79 . 89  5 

100.000 

PSYCHIATRIC  IMPAIRMENT 


FP EQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NCT  STATED 

6 

« 

• 

* 

MO  PSYCHIATRIC  I 

966 

966 

93.264 

92.264 

PSYCHOS ES 

23 

98° 

2.19? 

94.460 

CHARACTER  DISORD 

14 

100  7 

1.337 

95.798 

PSYC-  HOP HYS  I OLOG  I 

5 

IOC  8 

0.478 

96.275 

other  PSYCHIATRI 

39 

104  7 

3.72  5 

1 CO. COO 

number  'DF  disabilities  in 

ADD! II  ON 

TO 

MR  /I 

FR  EQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

0 

155 

155 

14.720 

14.730 

1 

301 

456 

28. 585 

43.305 

> 

291 

747 

27.635 

79.940 

197 

939 

18.2  34 

89. 174 

4 

79 

1018 

7.50  2 

96. 676 

5 

7 9 

I047 

2.  754 

99.430 

6 

6 

1C  53 

C.57C 

ICO. 000 

/I  Mean  Number  of  Additional  Disabilities  1.9 
Median  Number  of  Additional  Disabi 1 ities2.0 


* 


' 

' 


. ■ 


TABLE  5 - PY  FACILITY  - F^8  2 

FRECUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FAC  IL.  ITY  = WESTERN  CAROLINA 
CEREBRAL  PALSY 

FREQUENCY  CUM  FREQ  PERCENT 

CUM 

PERCENT 

NO 

5 8 9 

• 

• 

• 

YES 

27 

27 

ICC. ODD 

100.000 

FREQUENCY 

EPI L FPSY 
CUM  FRFQ 

PERCENT 

CUM 

PERCENT 

NO 

343 

9 

• 

* 

YES 

268 

26  8 

ICC. 000 

ICO. 000 

FR  EQUENCY 

AUTISM 
CUM  FRFQ 

PERCENT 

CUM 

PERCENT 

MO 

6 0 5 

«* 

* 

a 

Yc  S 

10 

10 

ICC. 000 

100.000 

OTHER  NEUROLOGICAL  DISORDERS 


FREQUENC y 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

6 C 2 

0 

a 

*> 

YES 

14 

14 

! dp. 000 

l 0 0 .000 

AMBULATION 

FR  EQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

AMBULATORY 

367 

367 

59.578 

59.578 

NON  A MB  UL  MOBILE 

58 

4 25 

9.4  16 

68.994 

NON  A M3  UL  NCN  MG 

101 

616 

31.006 

100.000 

IMPAIRMENT  OF  SPECIAL  SENSES 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NF  SENSORY  I M P A I 

417 

41  7 

67.695 

67.695 

0 F A c 

15 

43  ? 

2.43  5 

70. 130 

HEARING  HANDICAP 

2T 

4 5 9 

4.333 

74. 513 

BLIND 

50 

509 

8.117 

82.630 

VISUAL  HANDICAP 

53 

56? 

9.416 

92.045 

DEAF  blind 

13 

58  C 

7.110 

94. 156 

BLIND  AND  HEAR  IN 

14 

594 

2.2  7 3 

c6. 429 

PFAF  AND  VISUAL 

2 

59  6 

0.325 

96. 753 

HEARING  AND  VISU 

16 

612 

2.  59  7 

99.351 

ETHER  IMPAIRMENT 

4 

616 

0.649 

100.000 

. 


■ 
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TABLE  5 - *Y  FACILITY  - F Y 82 

FP  CQU  FNCY  DISTRIBUTION  nF  T NC  ID  ENC E OF  ADDITIONAL  DISABILITIES 
AMONG  mental  pftardat ion  center  residents 
FACIL ITY=WESTERN  CAROLINA 


VO  MSORDER 
NC  SPEECH 
mctoq  disorder  S 
PERCEPTUAL  01  SDR 
m jx  E ) OTHER 


DISORDER 
^P  EOUENCY 

OF  PERCEPT 
CUM  FRED 

EXPRESS 

PERCENT 

CUM  PERCENT 

1 79 

1 79 

29*058 

29.053 

3 2 8 

50  7 

53. 247 

32.305 

80 

587 

4.870 

87. 173 

I 7 

554 

2.  760 

89.935 

8 2 

618 

3 C. 065 

ICO. 000 

PSYCHIATRIC  IMPAIRMENT 


FP  EOUENC  Y 

CUM  er.eq 

PERCENT 

CUM  PERCENT 

NC  P 3YC  MI ATR  I C T 

5 34 

534 

86.638 

86.688 

PSYCHOS pS 

22 

5 5.6 

8.571 

90.260 

NEUROSES 

3 

559 

0.48? 

90.747 

CHARACTER  DISORD 

! 1 

570 

1.786 

92. 53? 

?SYC  HOP  HY  SI  CL  OG  I 

11 

58  1 

1.786 

94.3  18 

CTHFR  PSYCH  I ATR  I 

35 

61  6 

5.682 

ICO. 000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO  MR  Z± 

FREQUENCY 

CUM  FRED 

PERCENT 

CUM  PERCENT 

0 

7 0 

70 

11.364 

1 1. 364 

1 

1 59 

229 

25.812 

?7. 175 

147 

37  6 

23.864 

61.C39 

3 

136 

512 

22.078 

83.117 

4 

97 

609 

15.747 

98.864 

5 

5 

614 

0.812 

c 9 • 675 

6 

616 

0.37  5 

100.000 

/ 1 Mean  Number  of  Additional  Disabilities  2.1 
Median  Number  of  Additional  Disabilities  2.0 
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Mental  Health  Statistics'  Report  ARR  15  is  an  annual  report  on  the 
resident  population  of  the  State  Mental  Retardation  Centers  produced 
from  the  annual  resident  population  and  on-leave  summary  forms 
(DS-74MR). 

This  report  presents  selected  characteristics  of  the  resident  and 
on-leave  population  at  each  of  the  five  North  Carolina  Centers  for 
the  Mentally  Retarded  on  June  30,  1983-  Frequency,  percentage  and 
cumu  1 at  i ve/_l_  d i s tr  i but  i ons  are  provided  for  age,  race,  and  sex  groups, 
age  at  admission,  length  of  stay  categories,  level  of  IQ  and  adaptive 
behavior  impairments,  and  the  incidence  of  disabilities  in  addition  to 
mental  retardation.  Resident  population  trends  for  the  past  fifteen 
fiscal  years  are  presented  in  a graph  under  Table  I. 

Some  of  the  key  points  of  the  report  are: 

There  has  been  a 38  percent  decrease  in  the  resident  and  on-leave 
population  from  June  30,  1969  to  June  30,  1983- 

In  FY1983  over  65  percent  of  the  residents  were  under  35  years  old. 

For  the  population  in  residence  in  FYI983  almost  50  percent  were 
admitted  between  the  age  of  6 and  12  years  old. 

Both  the  mean  and  median  length  of  stay  for  the  resident  population 
on  June  30,  1983  was  16  years  old. 

Over  65  percent  of  the  resident  population  was  profoundly  impaired  in 
both  intellectual  functioning  and  adaptive  behavior. 

The  mean  number  of  disabilities  in  addition  to  mental  retardation 
among  the  resident  population  was  2.0. 


/]_  Frequency  and  percentage  distributions  based  on  successive  additions. 
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PROFILE  SUMMARY 


RESIDENT  POPULATION  TRENDS 

On  June  30,  1983  the  resident  and  on-leave  p6pulation  at  the  five  State 
Mental  Retardation  Centers  totalled  3,154  persons.  This  represents  a 
38  percent  decline  from  the  end  of  the  fiscal  year  in  1 969  when  the  resident 
and  on-leave  population  was  5,113  persons. 

Over  the  past  fifteen  fiscal  years  the  resident  population  at  each  of  the 
state  facilities  for  the  mentally  retarded  has  declined  with  the  exception 
of  Western  Carolina  Center  (See  Table  I).  However,  since  1971 > when  the 
resident  populations  of  the  mental  retardation  centers  peaked,  all  facilities 
have  shown  a downward  trend  in  number  of  residents. 


AGE  - RACE  - SEX 

Breakdowns  on  the  demographic  variables  of  age,  race,  and  sex  are  shown 
in  Table  2.  Over  65  percent  (2,053)  of  the  residents  at  the  five  State 
Mental  Retardation  Centers  were  under  35  years  of  age.  The  mean  age  for 
the  3,154  residents  at  the  five  North  Carolina  Centers  for  the  Mentally 
Retarded  was  32.1  years. 

The  resident  and  on-leave  population  on  June  30,  1 983  was  approximately 
71  percent  (2,241)  white  and  29  percent  (913)  non-white.  Males  accounted 
for  57  percent  ( 1 , 800 ) of  the  resident  population,  while  females  accounted 
for  43  percent  (1,354)  of  the  resident  population. 


AGE  AT  ADMISSION  - LENGTH  OF  STAY 

Data  are  presented  in  Table  3 on  admission  characteristics.  Almost  50 
percent  (1,511)  of  the  3*154  residents  at  the  State's  Mental  Retardation 
Centers  were  admitted  between  the  age  of  6 and  12  years  old.  The  mean 
admission  age  for  residents  was  16.2  years  while  the  med i an/J_  age  of 
admission  was  13  years  old. 

The  mean  and  the  median  length  of  stay  for  the  resident  and  on-leave 
population  on  June  30,  1 983  was  slightly  over  16  years.  The  variable, 
length  of  stay,  is  based  upon  the  number  of  days  between  a person's  admission 
date  and  the  date  of  the  close  of  the  fiscal  year  being  reported  upon. 

For  presentation  in  this  report  length  of  stay  is  grouped  into  sub- 
categories of  months  and  years. 


/]_  If  the  observations  are  ranked  in  order  from  smallest  to  largest,  the 
median  is  defined  as  the  middle  observation. 
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IQ  - ADAPTIVE  BEHAVIOR  LEVELS 


Table  4 provides  data  and  IQ  and  adaptive  behavior  (AB)  levels.  The 
greatest  percentage  (66  percent)  of  residents  at  the  MR  Centers  were  pro- 
foundly impaired  in  intellectual  functioning  and  64  percent  were  also  pro- 
foundly impaired  in  adaptive  behavior. 

When  IQ  and  AB  levels  were  combined  almost  73  percent  (2,309)  of  the  residents 
functioned  at  either  the  profound/profound  impairment  level  or  the  severe/ 
severe  impairment  level. 


ADDITIONAL  DISABILITIES 

Almost  90  percent  (2 , 8 1 8 ) of  the  residents  of  the  mental  retardation  centers 
had  disabilities  in  addition  to  mental  retardation.  Data  presented  in 
Table  5 details  the  incidence  of  additional  disabilities  among  the  resident 
population  at  the  close  of  fiscal  year  1 983 - 

The  most  frequently  occurring  neurological  disorder  was  epilepsy,  followed 
by  cerebral  palsy.  Almost  40  percent  (1,223)  of  the  residents  had  epilepsy, 
while  17  percent  (534)  had  cerebral  palsy. 

Approximately  30  percent  (909)  of  the  resident  and  on-leave  population  had 
ambulatory  problems.  Among  these  residents,  33  percent  were  non-ambulatory 
mobile  and  67  percent  were  non-ambulatory,  non-mobile. 

Almost  30  percent  (859)  of  the  resident  and  on-leave  population  had  some 
type  of  visual  or  hearing  impairment.  Seventy-four  percent  (2,347)  of  the 
residents  at  the  mental  retardation  centers  had  a disorder  of  perception  and 
expression,  with  "no  speech"  being  the  most  prevalent  disorder.  When  cross 
tabulations  were  performed  on  the  variable,  "visual  or  hearing  impairment", 
and  the  variable,  "disorders  of  perception  and  expression",  it  was  found 
that  21  percent  (677)  of  the  mental  retardation  center  residents  had  both  a 
visual  or  hearing  impairment  and  a disorder  of  perception  and  expression. 

Over  16  percent  (493)  of  the  resident  and  on-leave  population  had  some  type 
of  psychiatric  impairment.  Character  disorders  (3  percent)  and  psychoses 
(5  percent)  were  the  most  frequently  occurring  disorders. 

Among  the  resident  population  additional  disabilities  ranged  from  0 to  6, 
with  a mean  of  2.1.  The  number  of  additional  disabilities  were  calcuated 
by  totalling  the  incidence  of  epilepsy,  cerebral  palsy,  autism,  other 
neurological  disorders,  non-ambulation,  sensory  impairment,  disorders  of 
perception  and  expression  and  psychiatric  impairment. 
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TABLE  l 


NORTH  CAROLINA  MENTAL  RETARDATION  CENTERS 
RESIDENT  POPULATION  FY69  TO  FY83 


*00  + 


300  4- 

200  4- 

100  B 


C = CASWELL  M = MURDOCH  O = O' BERRY  W = WESTERN  B = BLACK  MOUNTAIN 

-4 4. 4- 4- 4 — + 4- I 4- I 4- 4- 4- 4- 4- 

69  7 0 71  12  73  7 * 75  7 6 7 7 7 8 7 9 8 0 8 1 8 2 8 3 

FY  YEAR 
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TABLE  2 - TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION  CENTERS  FY83 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 


AGE  GROUP  / 1 


AGEGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

• 

2 

* 

• 

• 

1 

TO  5 YEARS 

4 

4 

0.127 

0.  127 

6 

TO  12  YEARS 

34 

38 

1.079 

1.206 

13 

TO  17  YEARS 

192 

230 

6.091 

7.297 

IB 

TO  20  YEARS 

271 

501 

8.598 

15.  895 

21 

TO  24  YEARS 

449 

950 

14.245 

30. 140 

25 

TO  34  YEARS 

1103 

2053 

34. 994 

65. 133 

35 

TO  44  YEARS 

613 

2666 

19.448 

84.  581 

45 

TO  54  YEARS 

277 

2943 

8.788 

93.369 

55 

TO  64  YEARS 

136 

3079 

4.315 

97.684 

65 

AND  OLDER 

73 

3152 

2.316 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHI  TE 

2241 

2241 

71.053 

71.053 

BLACK 

890 

3131 

28.218 

99.271 

AMER  INDIAN 

22 

3153 

0.698 

99.968 

OTHER 

1 

3154 

0.032 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

1800 

1800 

57.070 

57.070 

FEMALE 

1354 

3154 

42.930 

100.000 

/I  Mean  Age  (YRS) 

32.1 

Median  Age  (YRS) 

30.0 
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TABLE  ? 


BY  FACILITY 


I Y8  3 


FREQUENCY  0 I S TR  IB U I ION  OF  AGE  - RACE  - SEX 

fac.il  ity=black  mountain 


AGE  GROUP 


AGE 

GRP 

FREQUENCY 

CUM  FPFU 

PERCENT 

CUM 

PERCENT 

6 TO  12  YEARS 

4 

4 

3 . 361 

3.361 

13 

TO  17  YEARS 

11 

1 5 

9.244 

12. 605 

18 

TO  20  YEARS 

7 

2? 

5.882 

1 8 . 48  7 

21 

TG  24  YEARS 

16 

38 

13.445 

31. 933 

25 

TO  34  TEARS 

37 

75 

31. C92 

63.025 

35 

TO  44  YEARS 

18 

9 3 

15. 126 

78.  151 

45 

TO  54  YEARS 

13 

106 

10.924 

89.076 

55 

TO  64  YEARS 

12 

1 1 P 

10.084 

99. 160 

65 

AND  OLDER 

l 

1 ID 

0. 840 

100. 000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUN 

PERCENT 

WHITE 

1 13 

113 

94.958 

94.958 

BLACK 

6 

1 1 D 

5.042 

100. 000 

SEX 

FREQUENCY 

COM  FREQ 

PERCENT 

C UN 

PERCENT 

MALE 

63 

6 3 

52.941 

52.  94  L 

E E M A L E 

56 

1 L 9 

47. 059 

LOO.  000 

/ 1 Mean  Age  (YRS)  33.0 


Median  Age  (YRS)  32.0 
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TABLE  2 


BY  FACILITY  - FY83 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FAC XL  I TY= MURDOCH 


AGE  GROUP  /I 


AGEGRP 

FREQU ENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  12  YEARS 

4 

4 

0.459 

0.459 

13 

TO  17  YEARS 

46 

50 

5.275 

5.734 

18 

TO  20  YEARS 

67 

117 

7-683 

13.417 

21 

TO  24  YEARS 

121 

238 

13. 876 

27.294 

25 

TO  34  YEARS 

332 

570 

38.073 

65.367 

35 

TO  44  YEARS 

173 

743 

19.839 

85.206 

45 

TO  54  YEARS 

75 

818 

8.601 

93. 807 

55 

TO  64  YEARS 

40 

858 

4.  587 

98.394 

65 

AND  OLDER 

14 

872 

1.606 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

638 

638 

73.165 

73.165 

BLACK 

234 

8 72 

26.835 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

502 

502 

57.569 

57. 569 

FEMALE 

370 

872 

42.431 

100. 000 

/I  Mean  Age  (YRS)  32.3 

Median  Age  (YRS)  30.0 
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TABLE  ? - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FACIL  I T Y=0  * BERRY 


AGE  GROUP/! 


AGEGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  12  YEARS 

2 

2 

0.  369 

0.  369 

13 

TO  17  YEARS 

32 

34 

5.904 

6.  273 

13 

TO  20  YEARS 

57 

91 

10.517 

16. 790 

21 

TO  24  YEARS 

93 

184 

17.  159 

33.948 

25 

TO  34  YEARS 

198 

38? 

36. 531 

70.480 

35 

TC  44  YEARS 

III 

49  3 

20. 480 

90.959 

45 

TO  54  YEARS 

36 

52  9 

6.642 

97.601 

55 

TO  64  YEARS 

10 

539 

1.845 

99.446 

65 

AND  CLDER 

3 

54? 

0.  554 

100.000 

R AC  E 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHI  TE 

312 

312 

57.565 

57.565 

BLACK 

211 

523 

3 8.  93  0 

96.494 

AMER  INDIAN 

19 

54  2 

3.  506 

100.000 

Sc  X 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

3 03 

30  3 

55.904 

55. 904 

FEMALE 

239 

54? 

44. C96 

100. 000 

/I  Mean  Age  ( YRS ) 30.1 

Median  Age  (YRS)  29.5 
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TABLE  2 - BY  FACILITY  - FY83 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FAC  I L ITY*C ASWELL 


AGE  GROUP  /I 


AGE GRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  12  YEARS 

6 

6 

0.531 

0.531 

13 

TO  17  YEARS 

37 

43 

3.277 

3.809 

18 

TO  20  YEARS 

75 

118 

6.643 

10.452 

21 

TO  24  YEARS 

124 

242 

10.983 

21.435 

25 

TO  34  YEARS 

355 

597 

31.444 

52.879 

35 

TO  44  YEARS 

264 

861 

23.384 

76.262 

45 

TO  54  YEARS 

140 

1001 

12.400 

88.663 

55 

TO  64  YEARS 

73 

1074 

6.466 

95. 128 

65 

AND  OLDER 

55 

1129 

4.872 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHITE 

758 

758 

67.139 

67. 139 

BLACK 

368 

1126 

32.595 

99. 734 

AMER  INDIAN 

3 

1129 

0.266 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

640 

640 

56.687 

56.687 

FEMALE 

489 

1129 

43.313 

100.000 

/I  Mean  Age  (YRS)  35.9 

Median  Age  (YRS)  33.0 
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TABLE  2 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  -SEX 
FAC  ILI TY=WESTERN  CAROLINA 


AGE  GROUP  /I 


AGEGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

I TO  5 YEARS 

4 

4 

0.813 

0.  813 

6 TO  12  YEARS 

l 8 

22 

3-659 

4.472 

13  TO  17  YEARS 

6 6 

88 

13.415 

17.886 

IB  TO  20  YEARS 

65 

153 

13.211 

31.098 

2 i TO  24  YEARS 

95 

248 

19.309 

50.407 

25  TO  34  YEARS 

182 

430 

36.992 

87.398 

35  TO  44  YEARS 

47 

47  7 

9.553 

96.951 

45  TO  54  YEARS 

14 

49  1 

2.  846 

99.797 

55  TO  64  YEARS 

1 

492 

0.203 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

WHl  TE 

420 

420 

85. 366 

85.366 

BLACK 

71 

49  L 

14.431 

99. 797 

OTHER 

t 

492 

0.203 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

MALE 

292 

292 

59.350 

59. 350 

FEMALE 

20  0 

492 

40.650 

100.000 

/I  Mean  Age  (YRS)  25.0 
Median  Age  (YRS)  24.0 
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TABLE  3 


TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION  CENTERS  FY83 


FREQUENCY  DISTRIBUTION  OF 

AGE  AT 

AOMISSION  - 

LENGTH  OF  STA 

AGE 

AT  ADMISSION  LL 

AAGGRP 

FREQUENCY  CUM  FREQ 

PERCENT 

CUM  PERCENT 

1 TO  5 YEARS 

71 

71 

2.251 

2.251 

6 TO  12  YEARS 

1440 

l5l  l 

45.656 

47.907 

13  TO  17  YEARS 

634 

2145 

20.  L 0 1 

68. 009 

18  TO  20  YEARS 

263 

2408 

8.339 

76.347 

21  TO  24  YEARS 

192 

260  0 

6.088 

82. 435 

25  TO  34  YEARS 

315 

2915 

9.987 

92.422 

35  TO  44  YEARS 

147 

3062 

4.  661 

97.083 

45  TO  54  YEARS 

67 

3129 

2.124 

99.207 

55  TO  64  YEARS 

25 

3154 

0.  793 

100.000 

STAY 

LENGTH 

FREQUENCY 

OF  STAY  AT 
CUM  FREQ 

MR  CENTER 
PERCENT 

/2 

CUM 

PERCENT 

LESS  THAN  1 MO 

2 3 

23 

0.  729 

0.729 

1 TO  6 MONTHS 

23 

46 

0.  729 

1.458 

6 TO  12  MONTHS 

233 

279 

7.387 

8.846 

1 TO  2 YEARS 

47 

32  6 

1.490 

10.336 

2 TO  3 YEARS 

61 

387 

1.934 

12.270 

3 TO  5 YEARS 

92 

4 79 

2.917 

15. 187 

5 TO  10  YEARS 

249 

728 

7.895 

23. 082 

10  TO  15  YEARS 

631 

1359 

20.006 

43.088 

15  TO  2 0 YEARS 

925 

2284 

29.328 

72.416 

20  TO  25  YEARS 

462 

2746 

14.648 

87.064 

25  TO  30  YEARS 

143 

2889 

4.  534 

91.598 

30  TO  35  YEARS 

144 

3033 

4.566 

96. 164 

35  TO  40  YEARS 

39 

3072 

1.23  7 

97.400 

40  TO  45  YEARS 

27 

3099 

0.856 

98.256 

45  TO  5 C YEARS 

11 

3110 

0.349 

98.605 

50  TO  55  YEARS 

20 

3130 

0.634 

99.239 

55  TO  60  YEARS 

14 

314  4 

0.444 

99.683 

60  OR  MORE  YEARS 

10 

3 154 

0.317 

100.000 

/ 1 Mean  Admission  Age  (YRS)  16.2 

Median  Admission  Age  (YRS)  13.0 

/2  Mean  Length  of  Stag  (YRS)  16.4 
Median  Length  of  Stay  (YRS) 16 .9 
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TABLE  3 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

FACIL  I TY~ BLACK  MOUNTAIN 


AGE  AT  ADMISSION  Zi 


AAGGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

I TO  5 YEARS 

1 

1 

0.  940 

0.  840 

6 TO  12 

YEARS 

4 

5 

3.361 

4.202 

L3  TO  17 

YEARS 

12 

1 7 

10. 084 

14.286 

18  TO  20 

YEARS 

9 

26 

7.563 

21.849 

21  TO  24 

YEARS 

12 

38 

10. 084 

31.933 

25  TO  34 

YEARS 

37 

75 

31.092 

63.025 

35  TO  44 

YEARS 

19 

9 4 

15.966 

78.992 

45  TO  54 

YEARS  . 

13 

107 

10.924 

89.916 

55  TO  64 

YEAR  S 

12 

I L 9 

10.084 

100.000 

LENGTH  OF 

STAY  AT 

MR  CENTER/! 

STAY 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

LESS 

THAN  L MO 

2 

2 

1 .681 

1.681 

1 TC 

6 MONTHS 

3 

5 

2.  521 

4.202 

6 TO 

12  MONTHS 

112 

117 

94.  118 

98.319 

l TC 

2 YEARS 

1 

1 1 3 

0.  840 

99. 160 

10  TO 

15  YEARS 

l 

119 

0.840 

LOO. 000 

/I  Mean  Admission  Age  (YRS)  32.4 
Median  Admission  Age  (YRS)  31.0 

/2  Mean  Length  of  Stay  (YRS)  1.0 
Median  Length  of  Stay  (YRS) 0.9 
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TABLE  3 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

FACIL ITY=MURDOCH 


AGE  AT  ADMISSION  LA 


AAGGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

1 TO  5 YEARS 

22 

2? 

2.523 

2.  523 

6 TO  12  YEARS 

396 

418 

45.413 

47.936 

13  TO  L 7 YEARS 

167 

585 

19.  151 

67.087 

18  TO  20  YEARS 

91 

6 76 

10.436 

77.523 

21  TO  24  YEARS 

62 

738 

7.  no 

84.633 

25  TO  34  YEARS 

93 

831 

10.665 

95.298 

35  TO  44  YEARS 

31 

862 

3.555 

98.853 

45  TO  54  YFARS 

10 

872 

1.147 

100. 000 

LENGTH  OF 

STAY  AT 

MR  CENTER 

/2 

STAY 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

LESS  THAN  l MG 

4 

4 

0.459 

0.459 

1 TO  6 MONTHS 

5 

9 

0.  573 

1.032 

6 TO  12  MONTHS 

5 

14 

0.  573 

1.606 

1 TC  2 YEARS 

1 1 

25 

1. 261 

2.  867 

2 TO  3 YEARS 

9 

34 

1 .032 

3.899 

3 TO  5 YEARS 

21 

55 

2.408 

6.307 

5 TO  10  YEARS 

64 

119 

7.  339 

13.647 

10  TO  15  YEARS 

168 

287 

19.266 

32.913 

15  TO  20  YEARS 

262 

549 

30. 046 

62.959 

20  TO  25  YEARS 

269 

818 

30.849 

93. 807 

25  TO  30  YEARS 

10 

828 

1.  147 

94.954 

30  TO  35  YFARS 

31 

859 

3.555 

98. 509 

35  TO  AO  YEARS 

13 

87  2 

l .491 

100.000 

/ 1 Mean  Admission  Age  (YRS)  15.5 

Median  Admission  Age  (YRS)  13.0 

/2  Mean  Length  of  Stag  (YRS)  17.3 
Median  Length  of  Stay  (YRS)  17. 8 
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TABLE  3 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

F AC  I L I TY  =G  * BERR  Y 


AGE  AT  ADMISSION  /i 


A AG GRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

1 TO  5 YEARS 

15  " 

15 

2.768 

2. 768 

6 TO  12  YEARS 

256 

271 

47.232 

50. 000 

13  TO  17  YEARS 

103 

374 

19.004 

69. 004 

L 8 TO  20  YEARS 

49 

42  3 

9.041 

78. 044 

21  TO  24  YEARS 

13 

456 

6.  089 

84. 133 

25  TO  34  YEARS 

55 

51  1 

10. 148 

94.280 

35  TO  44  YEARS 

2 3 

534 

4.244 

98.524 

45  TO  54  YEARS 

5 

539 

0.  52  3 

99.446 

55  TO  64  YEARS 

3 

542 

0.554 

I 00. 000 

LENGTH  OF 

STAY  AT 

MR  CENTER 

/£ 

STAY 

FREQUENCY 

CtJM  FREQ 

PERCENT 

CUM 

PERCENT 

LESS  THAN  1 MO 

2 

2 

0.  369 

0.  369 

1 TO  6 MONTHS 

4 

6 

0.  738 

1.107 

6 TO  12  MONTHS 

4 

10 

0.  738 

l.  845 

1 TO  2 YEARS 

9 

19 

1.661 

3.506 

2 TO  3 YEARS 

n 

40 

3.  875 

7.380 

3 TO  5 YEARS 

t6 

56 

2.952 

10.332 

5 TO  10  YEARS 

4r 

L04 

8.  856 

19. 188 

10  TG  15  YEARS 

1 1 3 

21  7 

20.849 

40.037 

15  TO  20  YEARS 

225 

44  2 

41.  513 

81.550 

20  TO  25  YEARS 

78 

520 

14. 391 

95. 941 

25  TO  30  YEARS 

22 

54  2 

4.05  9 

LOO. 000 

/I  Mean  Admission  Age  (YRS)  15.4 
Median  Admission  Age  (YRS ) 12 . 5 

/2  Mean  Length  of  Stay  (YRS)  15.0 
Median  Length  of  Stay  ( YRS)16.5 
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TABLE  3 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

FACIL  ITY=CASWELL 


AGE  AT  ADMISSION  LL 

AAGGRP  FREQUENCY  CUM  FREQ  PERCENT  CUM  PERCENT 


1 TO  5 YEARS 

ti 

t t 

0.  974 

0.974 

6 TO  12  YEARS 

547 

558 

48.450 

49.424 

13  TO  17  YEARS 

216 

77  4 

19.  132 

68.556 

18  TO  20  YEARS 

78 

8 52 

6.909 

75.465 

2 i TO  24  YEARS 

56 

908 

4.960 

80. 425 

25  TO  34  YEARS 

108 

1016 

9.566 

89. 991 

35  TO  44  YEARS 

68 

L084 

6.023 

96.014 

45  TO  54  YEARS 

35 

1119 

3.  100 

99.114 

55  TO  64  YEARS 

10 

1129 

0.836 

100.000 

L ENGTH  OF 

STAY  AT 

MR  CENTtR/2 

STAY 

FREQUENCY 

CUM  FREQ 

PERCENT  CUM 

PERCENT 

LESS  THAN  1 MO 

11 

1 1 

0.974 

0.  9 74 

L TO  6 MONTHS 

7 

t 8 

0.620 

1.594 

6 TO  12  MONTHS 

10  1 

L 19 

8.946 

10.540 

1 TO  2 YEARS 

7 

126 

0.620 

11. 160 

2 TO  3 YEARS 

14 

140 

1 • 240 

12.400 

3 TO  5 YEARS 

21 

161 

1.860 

14.260 

5 TO  10  YEARS 

58 

219 

5.  137 

19- 398 

10  TO  15  YEARS 

172 

39  L 

15.235 

34.632 

15  TO  20  YEARS 

29  L 

682 

25.775 

60.407 

2 0 TO  2 5 YEARS 

115 

79  7 

10.186 

70.593 

25  TO  30  YEARS 

1 1 1 

908 

9.832 

80.425 

30  TO  35  YEARS 

113 

102  1 

10.009 

90.434 

35  TO  40  YEARS 

26 

1047 

2.303 

92.737 

40  TO  45  YEARS 

27 

1074 

2.391 

95. 128 

45  TO  50  YEARS 

il 

1085 

0.974 

96.103 

50  TO  55  YEARS 

20 

1105 

1.771 

97.874 

55  TO  60  YEARS 

14 

1119 

1.240 

99.114 

60  OR  MORE  YEARS 

10 

1129 

0.  886 

100.000 

/I  Mean  Admission  Age  (YRS)  16.5 
Median  Admission  Age  (YRS)  13.0 

/ 2 Mean  Length  of  Stay  (YRS)  19.9 

Median  Length  of  Stay  (YRS) 17 . 8 
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TABLE  3 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

FAC ILITY=WESTERN  CAROLINA 


AGE  AT  ADMISSION/! 


AA 

3 GRP 

FREQUENCY 

CUM  FREQ 

PEPCENT 

CUM  PERCENT 

l 

TO  5 YEARS 

22 

22 

4.472 

4.472 

6 

TO  12  YEARS 

237 

2 59 

48. 171 

52. 642 

13 

TO  17  YEARS 

i 36 

39  5 

27.642 

80.285 

18 

TO  20  YEARS 

36 

431 

7.317 

87.602 

21 

TO  24  YEARS 

29 

460 

5.  894 

93.496 

25 

TO  34  YEARS 

22 

482 

4.  472 

97.967 

35 

TO  44  YEARS 

fc 

488 

i.  220 

99. 187 

4 5 

TO  54  YEARS 

4 

492 

0.813 

LOO. 000 

STAY 

LENGTH  OF 
FREQUENCY 

STAY  AT 
CUM  FREQ 

MR  CENTER 
PERCENT 

/ 2 

CUM  PERCENT 

LESS 

THAN  i MO 

4 

4 

0.813 

0.  813 

1 TC 

6 MONTHS 

4 

8 

0.  8L3 

L.626 

6 TO 

12  MONTHS 

LI 

19 

2.236 

3.862 

l TC 

2 TEARS 

L9 

38 

3.  862 

7.  724 

2 TO 

3 YEARS 

17 

55 

3.455 

11. 1 79 

3 TO 

5 YEARS 

34 

89 

6.911 

18.089 

5 TO 

10  YEARS 

79 

168 

L6. 057 

34. 146 

10  TO 

15  YEARS 

177 

345 

35.976 

70. 122 

15  TO 

20  YEARS 

147 

49  2 

29.878 

100.000 

/I  Mean  Admission  Age  (HRS)  13.6 
Median  Admission  Age  (YRS)  12.0 

/2  Mean  Length  of  Stay  (YRS)  12.0 
Median  Length  of  Stay  (YRS) 13 .8 
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TABLE  4 


TOTALS  FOR  THF  FIVE  STATE  MENTAL  RETARDATION  CENTERS  FY83 


FREQUENCY  DISTRIBUTION  OF 
COMBINED  IQ  AND 


IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
ADAPTIVE  BEHAVIOR  LEVELS 


1 Q 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

7 

• 

• 

» 

NOT  SIGNIFICANT 

13 

L 3 

0.413 

0.413 

MILD 

89 

102 

2.  828 

3.241 

MODERATE 

248 

350 

7.88  1 

11.122 

SEVERE 

696 

1046 

22.  116 

33.238 

PROFOUND 

208  3 

312  9 

66.190 

99.428 

UNSPECIFIED 

18 

3147 

0.572 

100.000 

ADAPTIVE  BEHAVIOR 


AB 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

9 

• 

• 

• 

NOT  SIGNIFICANT 

LI 

L I 

0.  350 

0.  350 

MILD 

98 

109 

3.  116 

3.466 

MODERATE 

307 

41  6 

9.  762 

13.227 

SEVERE 

679 

L 09  5 

21.590 

34. 817 

PROFOUND 

2024 

3 L 19 

64. 356 

99. 173 

UNSPEC IF  IED 

26 

3145 

0.827 

100.000 
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TABLE  ^ - TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION  CENTERS  FY83 

FREQUENCY  DISTRIBUTION  Of  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  ID  AND  ADAPTIVE  BEHAVIOR  LEVELS 


COMBINED  IQ  AND  AB  LEVEL 


LEVEL 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PEPCENT 

NOT  SIGN-NOT  SIG 

1 

• 

• 

NOT  SIGN-MILD 

6 

6 

0.  190 

0.  190 

NOT  SIGN-MOD 

3 

9 

0.  095 

0.285 

NOT  SIGN-SEV 

L 

1 0 

0.032 

0.  317 

NOT  SIGN- PROF 

L 

l L 

0.  032 

0.349 

NOT  S 1 0N— UN  SPEC 

l 

12 

0.  032 

0.381 

MILD-MILD 

44 

56 

1.395 

l.  776 

MILD-MOD 

24 

80 

0.761 

2.537 

MILQ-SEV 

1 5 

95 

0.476 

3.  013 

MILD-PROF 

3 

98 

0.  095 

3.  108 

MILD-UNSPEC 

3 

101 

0.  095 

3.203 

MOD-NCT  SIGN 

I 

102 

0.032 

3.  235 

MOO-M  ILD 

26 

12  8 

0.825 

4.  060 

MOD-MOD 

1 57 

285 

4.979 

9.039 

MOO-SEV 

43 

32  8 

1.364 

10.403 

MCD-PROF 

16 

344 

0.  507 

10.910 

MOD-UNSPEC 

4 

348 

0.  127 

11.037 

SEV-MILD 

2 i 

369 

0.666 

11.703 

SEV-MOO 

1 14 

483 

3.616 

15.319 

SEV-SEV 

432 

915 

1 3. 701 

29.020 

SEV-PROF 

L 19 

1034 

3.77  4 

32. 794 

SEV-UNSPEC 

9 

104  3 

0.  285 

33. 080 

PPOF-NOT  SIGN 

1 

1044 

0.032 

33.  Ill 

PROF-MI LD 

L 

104  5 

0.032 

33.143 

PROF-MOD 

9 

105  4 

0.285 

33.428 

PROE-SEV 

19  I 

1245 

6.058 

39.486 

PROF-PROF 

1877 

3122 

59. 531 

99. 017 

UNSPEC-NOT  SIGN 

4 

3126 

0.  1^7 

99. 144 

UNS PEC-PROF 

5 

3131 

0.  159 

99.302 

UNSPEC-UNSPFC 

6 

3139 

0.254 

99.556 

NOT  STATFD 

14 

3153 

0.444 

1 00.000 
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TABLE  4 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  Of  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACIL ITY= BLACK  MOUNTAIN 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MILD 

2 

2 

1.681 

1.681 

MODERATE 

3 

5 

2*  521 

4,202 

SEVERE 

2 3 

28 

19,328 

23,529 

PROFOUND 

91 

119 

76.471 

100. 000 

AB 

ADAPTIVE  BEHAVIOR 
FREQUENCY  CUM  FREO  PERCENT 

COM  PERCENT 

NOT  STATED 

I 

• 

• 

NOT  SIGNIFICANT 

1 l 

0.847 

0.  847 

MILD 

1 2 

0.  847 

1.695 

SEVERE 

29  3 1 

24. 576 

26. 271 

PROFOUND 

87  1 1 B 

73.729 

LOO. 000 

LEVEL 

COMBINED  10 
FREQUENCY  CUM 

AND 

FREQ 

AB  LEVEL 
PERCENT 

CUM  PERCENT 

MOT  STATED 

L 

• 

• 

• 

MI LD-SEV 

I 

1 

0.  847 

0.847 

MIL D-PROF 

l 

2 

0.847 

1.695 

MOO-SF V 

l 

3 

0,  847 

2.542 

MOD-PROF 

2 

5 

1.695 

4.237 

SEV-MILO 

1 

6 

0.  847 

5.085 

SEV-SEV 

19 

25 

16.102 

21.186 

SEV-PROF 

2 

2 7 

1.695 

22. 881 

PROF-SEV 

9 

36 

7.627 

30.508 

PROF-PROF 

82  1 

18 

69.492 

100.000 
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TABLE  4 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACIL  I TY=MURDGCH 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

6 

* 

• 

• 

NOT  SIGNIFICANT 

I 

i 

0.115 

0.115 

MILD 

19 

20 

2.  194 

2.309 

MODERATE 

56 

76 

6.467 

8. 776 

SEVERE 

152 

268 

22.171 

30. 947 

PROFOUND 

593 

861 

68.476 

99.423 

UN  SPEC  IF  I ED 

5 

866 

0.577 

100.000 

ADAPTIVE  BEHAVIOR 


AB 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MOT  STATED 

6 

* 

• 

• 

NOT  SIGNIFICANT 

l 

1 

0.115 

0.  1 L 5 

MILD 

14 

15 

t.617 

1.732 

MODFPATE 

68 

83 

7.852 

9.  584 

SEVERE 

1 8 l 

264 

20.901 

30.485 

PROFOUND 

597 

861 

68.938 

99.423 

UNSPECIFIED 

5 

866 

0.577 

100.000 

LEVEL 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

AB  LEVEL 
PERCENT 

CUM  PERCENT 

NOT  SIGN- MOD 

1 

0.115 

0.115 

MILO-MILD 

10 

i l 

1*  147 

1.261 

MILD-MGO 

6 

17 

0.  688 

1.950 

MILD-SEV 

2 

19 

0.  229 

2.179 

MILD-PROF 

i 

20 

0.  115 

2. 294 

MOD-MILD 

I 

21 

0.115 

2.408 

MOD-MOD 

30 

51 

3.440 

5.  849 

MOD-SFV 

16 

6 7 

1.835 

7.683 

MOD-PRGF 

9 

76 

1.032 

8.716 

SEV-MILD 

2 

78 

0.229 

8.945 

SEV-MOO 

27 

L 0 5 

3.096 

12 .041 

SE V-SEV 

120 

225 

1 3.  76 1 

25.803 

SEV-PROF 

43 

26  8 

4.931 

30.734 

PR  OF- NOT  SIGN 

l 

269 

0.115 

30. 849 

PROF-MILD 

L 

2 7 C 

0.  115 

30.963 

PROF-MOD 

4 

2 76 

0.459 

31.422 

PROF-SEV 

43 

21  7 

4.931 

36.353 

PR  OF -PROF 

5 44 

861 

62. 385 

98.739 

NOT  STATED 

l l 

872 

1.261 

100.000 

20 


TABLE  4 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACILITY=0‘BERRY 


I G 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MILD 

1 

I 

0.  185 

0.  L 8 5 

MOOERATE 

8 

6 

0.923 

i.  L 0 7 

SEVERE 

72 

78 

13.284 

L4.39I 

PROFOUND 

464 

542 

85. 609 

100.000 

ADAPTIVE  BEHAVIOR 

AB 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MILD 

2 

2 

0.  369 

0.  369 

MODERATE 

LO 

l 2 

1.845 

2.214 

SEVERE 

85 

97 

15.683 

17. 897 

PROFOUND 

445 

54? 

82.103 

100.000 

LEVEL 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

AB  LEVEL 
PERCENT 

CUM  PERCENT 

M I LD-MOD 

1 

L 

0.  1 85 

0.  185 

MOD- MOD 

L 

2 

0.  185 

0.369 

MOD-SEV 

4 

6 

0.  738 

1.  107 

SEV-MILD 

2 

8 

0.  369 

1.476 

SEV-MOD 

7 

15 

1.  292 

2.768 

SEV-SEV 

44 

59 

8.  L 18 

10.886 

SEV-PROF 

19 

78 

3.  506 

L4. 39  L 

PR  OF— MO  D 

l 

79 

0.  185 

14. 576 

PROF-SEV 

37 

116 

6.827 

21.402 

PROF-PROF 

426 

54  2 

78. 598 

100.000 

21 


TABLE  4 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACILITY =CASW ELL 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

L 

• 

• 

• 

NOT  SIGNIFICANT 

I? 

1 2 

1.064 

1.064 

M I LD 

51 

63 

4.521 

5.  585 

MODERATE 

LIB 

l 3 L 

10.461 

16. 046 

SEVERE 

? 77 

65  e 

24.557 

40.603 

PRCF OUNC 

657 

1115 

58.245 

98.848 

UN  SPEC  IF  I ED 

13 

L 128 

I . L 52 

100.000 

ADAPTIVE  BEHAVIOR 


AB 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

2 

■m 

• 

• 

NOT  SIGNIFICANT 

9 

9 

0.799 

0.  799 

MILD 

66 

75 

5.  856 

6.655 

MODERATE 

152 

227 

13.487 

20. 1 42 

SEVEPF 

262 

489 

23.248 

43.390 

PROFOUND 

6 L9 

1108 

54. 925 

98.314 

UN  SPEC I T IED 

19 

1127 

1.686 

100. 000 

22 


TABLE  A - BY  FACILITY  - FY83 


FREQUENCY  DISTRIBUTION  OF 

IQ  - ADAPTIVE  BEHAVIOR 

LEVELS- 

COMBINED  IQ  AND 

ADAPTIVE 

BEHAVIOR 

LEVELS 

F AC  I L I T Y=C A SWELL 

COMBINED 

IQ  AND 

AB  LEVEL 

LEVEL 

FREQUENCY  CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NCT  STATED 

2 

• 

• 

• 

NOT  SIGN-NUT  SIC 

I 

1 

0.089 

0.  089 

NOT  SIGN-MILD 

6 

7 

0.  532 

0.621 

NOT  S IGN— MOD 

2 

9 

0.  177 

0.  799 

NOT  SIGN-SEV 

1 

10 

0.  089 

0.887 

NCT  SIGN-PROF 

l 

I I 

0.  089 

0.976 

NOT  SIGN-UNSPEC 

I 

12 

0.  089 

1.065 

MILD- MILD 

2 5 

37 

2.  2 L 8 

3.283 

MILD-MOD 

14 

51 

L.  242 

4.  525 

MILO-SEV 

8 

59 

0.710 

5.235 

M ILD-PROF 

i 

60 

0.089 

5.  324 

MILD-UNSPEC 

3 

63 

0.  266 

5.590 

MOG-NOT  SIGN 

L 

64 

0.089 

5.679 

MOD-MILD 

20 

34 

1.775 

7.453 

MOD-MOO 

71 

L 5 5 

6.  300 

L3.753 

MOD-SEV 

17 

172 

1.503 

15.262 

MOD-PROF 

5 

177 

0.444 

15. 705 

MOQ-UNSPEC 

3 

L 8 0 

0.266 

15. 972 

SEV-M ILD 

15 

L 95 

1.331 

17.303 

SEV-MGD 

61 

256 

5,413 

22.715 

SEV-SEV 

152 

403 

13.487 

36.202 

SEV-PROF 

40 

448 

3.549 

39.752 

SEV-UNSPEC 

9 

457 

0.799 

40. 550 

PROF-MOO 

4 

461 

0.355 

40.905 

PRCF-SEV 

86 

547 

7.631 

48. 536 

PROF-PROF 

564 

LI  L l 

50.044 

98. 580 

UNSPEC-NOT  SIGN 

3 

1114 

0.266 

98.846 

UNSPEC-PROF 

5 

1119 

0.444 

99.290 

UNSPEC-UNSPEC 

8 

112  7 

0.  710 

100.000 

23 


TABLE  4 


BY  FACILITY 


FY83 


FREQUENCY  DISTRIBUTION  Of  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FAC  IL  ITY  = WESTERN  CAROLINA 


1 Q 

FREQUENCY 

CUM  EPEQ 

PERCENT 

CUM  PERCENT 

MILD 

16 

16 

3.252 

3.252 

MODERATE 

66 

8 2 

13.415 

L6.66  7 

SEVERE 

132 

214 

26.829 

43.496 

PROFOUND 

278 

492 

56.504 

100.000 

AB 

ADAPTIVE  BEHAVIOR 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

MILD 

15 

15 

3.049 

3.  049 

MODERATE 

77 

92 

15.650 

L 8.699 

SEVERE 

122 

214 

24.797 

43.496 

PROFOUND 

276 

4Q  0 

56. 098 

99.593 

UN  SPEC  IFIEO 

2 

49  2 

0.407 

100.000 

LEVEl 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

AB  LEVEL 
PERC  ENT 

CUM  PERCENT 

MILD-M  ILD 

9 

9 

1.829 

1.829 

MILD-MOD 

3 

12 

0.610 

2.439 

NILD-SEV 

4 

16 

C.813 

3.252 

MOD-MIL  0 

5 

21 

1.  0L6 

4.268 

MOD-MOD 

55 

76 

l 1. 179 

15.447 

Moo-sr  V 

5 

8 L 

1.016 

16.463 

MCD— UN SPEC 

1 

82 

0.203 

16.667 

SEV-MILD 

l 

8 3 

0.203 

16.870 

SEV-MOD 

19 

102 

3.862 

20.732 

SEV-SEV 

97 

199 

19.715 

40.447 

SEV-PROF 

15 

214 

3.049 

43.496 

PPOF-SF V 

16 

230 

3.252 

46.748 

PRCF-PROF 

2 6 1 

49  L 

53. 049 

99.797 

UNSPEC-NOT  SIGN 

L 

49  2 

0.203 

100.000 

24 
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TABLE  5 - TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION  CENTERS  F Y8 3 

FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


C P 

FREQUENCY 

CEREBRAL.  PALSY 

CUM  FREQ  PERCENT 

CUM 

PERCEN  T 

NO 

YFS 

2620 

534 

• 

53  4 

• 

100.000 

• 

100.000 

ERi 

FREQUENCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

1931 

122  3 

1223 

• 

100. 000 

• 

100. 000 

AUT 

FREQUENCY 

AUTISM 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

3127 

27 

• 

2 7 

• 

LOO. 000 

• 

LOO. 000 

OTH 

OTHER  NEUROLOGICAL 
FREQUENCY  CUM  FREQ 

DISORDERS 

PERCENT 

CUM 

PERCENT 

NO 

YES 

3087 

67 

o 

6 7 

• 

100.000 

• 

100.000 

AM9U 

FREQUENCY 

AMBULATION 
CUM  FREQ 

PERCENT 

CUM  PERCENT 

NUT  STATED 

L 

• 

• 

• 

9 

9 

0.  ?85 

0.  285 

AMBULATORY 

2235 

224  A 

70.885 

71. L 70 

NON  AMBUL  MOBILE 

296 

2540 

9.  388 

80.558 

NON  AM8UL  NON  MO 

6L3 

315  3 

19.  442 

100.000 

I SS 

IMPAIRMENT  OF  SPECIAL  SENSES 
FREQUENCY  CUM  FREQ  PERCENT  CUM 

PERCENT 

NOT  STATED 

3 

» 

• 

• 

NO  SENSORY  IMPAI 

2292 

2?  92 

72.739 

72. 739 

DEAF 

56 

234  8 

1.777 

74.516 

HEARING  HANDICAP 

L 39 

2487 

4.411 

78.927 

BLIND 

242 

2729 

7.  680 

86.607 

VISUAL  HANDICAP 

253 

2 98  2 

8.029 

94.637 

DEAF  BLIND 

31 

30 L 3 

0.984 

95.  62  0 

BLIND  AND  HEAP  IN 

39 

3052 

1.238 

96. 858 

DEAF  AND  VISUAL 

11 

306  3 

0.  349 

97.207 

HEAPING  AND  VI SU 

31 

309  4 

0.984 

98.  191 

OTHER  IMPAIRMENT 

57 

3 t 5 L 

1 . 809 

100.000 

25 
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TABLE  5 


TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION  CENTERS  FY83 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


D PE 

DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PFRCENT 

NOT  STATED 

i 

• 

• 

• 

NO  DISORDER 

806 

806 

25. 563 

25. 563 

NO  SPEECH 

1383 

2189 

43.863 

69.426 

MGTOR  DISORDER  S 

361 

2550 

11.449 

80.875 

PERCEPTUAL  OFSOR 

32 

2582 

l.  015 

81.890 

MIXED  OTHER 

571 

3153 

18.  no 

100. 000 

P I 

PSYCH 

FREQUENCY 

IATRIC  IMPAIRMENT 
CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

2 

• 

• 

• 

NO  PSYCHIATRIC  I 

2659 

2655 

84.359 

84. 359 

PSYCHOSES 

153 

2 812 

4.854 

89.213 

NEUROSES 

II 

2823 

0.349 

89.562 

CHARACTER  DISORD 

87 

2910 

2. 760 

92.322 

PSYCHOPHYSI OLOG I 

21 

293  l 

0.666 

92.989 

OTHER  PSYCHIATRI 

?2  1 

3152 

7.011 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO  MR  /I 

ADDIS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

336 

336 

10. 653 

10.653 

l 

814 

1150 

25. 808 

36.462 

2 

917 

2067 

29. 074 

65.536 

3 

631 

2698 

20. 006 

85. 542 

4 

370 

3068 

1 1. 731 

97.273 

5 

78 

3146 

2.473 

99. 746 

6 

8 

3154 

0.254 

100.000 

/I  Mean  Number  of  Additional  Disabilities  2.0 
Median  Number  of  Additional  Disabilities  2.0 


TABLE  5 


BY  FACILITY  - FY83 


FREQUENCY  DISTRIBUTION 
AMONG  MENTAL 
FAC 


OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
RETARDATION  CENTER  RESIDENTS 
IL I TY=BL ACK  MOUNTAIN 


CEREBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

108 

m 

• 

• 

YES 

11 

1 1 

100.000 

100.000 

EP  ILEPSY 

EPI 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

55 

*> 

• 

• 

YES 

64 

6 4 

100.000 

100.000 

AUT  ISM 

AUT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

1 16 

« 

• 

• 

YES 

3 

3 

100.000 

100.000 

OTHER  NEUROLOGICAL 

DISORDERS 

OTH 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

117 

« 

* 

» 

YES 

2 

2 

AMBULATION 

100.000 

100. 000 

AMBU 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

AMBULATORY 

50 

50 

42.017 

42.017 

NON  AMBUL  MOBILE 

22 

72 

18.487 

60.504 

NON  AMBUL  NON  MO 

47 

119 

39.496 

100.000 

IMPAIRMENT  OF  SPECIAL  SENSES 

I SS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NC  SENSORY  IMPAI 

70 

70 

58.824 

58.824 

DEAF 

2 

72 

1.681 

60.504 

HEARING  HANDICAP 

6 

78 

5.  042 

65.546 

BL  IND 

10 

88 

8.403 

73.950 

VISUAL  HANDICAP 

18 

106 

15.126 

89. 076 

BLIND  AND  HEAR  IN 

2 

lob 

1 .681 

90.756 

DEAF  AND  VISUAL 

1 

109 

0.  840 

91.597 

HEARING  AND  VI SU 

9 

118 

7.563 

99. 160 

OTHER  IMPAIRMENT 

1 

UP 

0.  840 

100.000 

27 


TABLl  5 - BY  FACILITY  - FY83 

F R I.-  QU  f-  \|  C Y DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC  I L I TY  = BL  ACK  MOUNTAIN 


DISORDER  OF  °f=pcEPT  EXPRESS 


DPF 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NO  DISORDER 

37 

3 7 

31.09? 

31.092 

NO  SPEECH 

63 

100 

52.941 

84. 034 

MOTOR  DISORDER  S 

I l 

11  I 

9.  244 

93.277 

perceptual  oisor 

2 

1 1 3 

L.681 

94.958 

MIXED  OTHER 

6 

119 

5.  042 

100. 000 

P I 

PSYCHIATRIC  IMPAIRMENT 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NO  PSYCHIATRIC  l 

l 14 

L 1 4 

95.798 

95.798 

NEUROSES 

2 

l 1 6 

1.681 

97.479 

PS YCHOPHY  S IOLOG I 

1 

l l 7 

0.  840 

98.319 

OTHER  PSYCH  I AIR  I 

2 

119 

L . 6 8 I 

100. 000 

HUMBER  OF  DISABILITIES  IN 

ADDITION 

TO  MR  Z! 

ADDIS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

13 

I 3 

10.924 

10.924 

l 

20 

33 

16.807 

27. 731 

2 

2 7 

60 

22.689 

50.420 

3 

29 

R 9 

24.370 

74. 790 

4 

26 

1 L 5 

2 L. 849 

96.639 

5 

4 

119 

3. 361 

100.000 

/I  Mean  Number  of  Additional  Disabilities  2.3 

Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 


BY  FACILITY 


f Y83 


FREQUENCY  DISTRIBUTION  CF  INCIDENCE  Of  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
f ACIL  IT Y=MUR  DQCH 


CEREBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

56  3 

• 

• 

YES 

3 09 

3 09 

100.000 

100. 000 

FP IL  FPSY 

EPI 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

559 

• 

• 

YES 

313 

3 1 3 

100. 000 

100.000 

AUTISM 

AUT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

870 

• 

a > 

• 

YES 

2 

2 

LOO. 000 

LOO. 000 

OTHER  NEUROLOGICAL 

DISORDERS 

0 TH 

FREQUENCY 

CUM  FRFQ 

PERCENT 

CUM 

PERCENT 

NO 

872 

4* 

• 

© 

AMBU 

FREQUENCY 

AMBUL  AT  ION 
CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

0 

• 

• 

2 

2 

0.230 

0.  230 

AMBULA  TORY 

645 

68  7 

74.053 

74.282 

NON  AMBUL  MOBILE 

76 

723 

8.726 

83. 008 

MON  AMBUL  NON  MO 

L 48 

8 7 i 

16.992 

l 00. 000 

I SS 

IMPAIRMENT  OF  SPECIAL  SENSES 
FREQUENCY  CUM  FREQ  PERCENT  CUM 

PERCENT 

NCT  STATED 

3 

• 

* 

• 

NC  SENSORY  IMPAI 

65  1 

651 

74. 9L4 

74.914 

DEAF 

t 5 

666 

1. 726 

76.640 

HEARING  HANDICAP 

27 

6 93 

3.  107 

79. 747 

BLIND 

7 L 

764 

8. 170 

87. 91 7 

VISUAL  HANDICAP 

66 

830 

7.595 

95.512 

DEAF  BLIND 

6 

836 

0.690 

96.203 

BLIND  AND  HEAR  IN 

L 3 

849 

L.  496 

97.699 

HEARING  AND  VI SU 

5 

854 

0.  5 75 

98.274 

OTHER  IMPAIRMENT 

15 

869 

1.726 

100.000 

29 


TABLE  5 


BY  FACILITY 


FY83 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
F ACIL I TY  -M  UR DOC H 


DPE 

DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NOT  STATED 

l 

• 

• 

• 

NO  DISORDER 

219 

219 

25.  144 

25. 144 

NO  SPEECH 

362 

581 

41.561 

66.  705 

MOTOR  DISORDER  S 

134 

715 

15.385 

82. 090 

PERCEPTUAL  D I SO R 

8 

723 

0.918 

83.008 

MIXED  OTHER 

148 

871 

16.992 

100.000 

P I 

PSYCHIATRIC  IMPAIRMENT 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

MOT  STATED 

2 

• 

NO  PSYCHIATRIC  I 

719 

7 L 9 

82.644 

82. 644 

PSYCHOSES 

58 

777 

6.667 

89.310 

NEU  POSFS 

8 

785 

0.920 

90.230 

CHARACTER  DISORD 

4 

789 

0.460 

90.690 

PSYCHO PHYSIOL OGI 

3 

792 

0.345 

91.034 

OTHER  PSYCH  I AT R I 

78 

870 

8.966 

100.000 

NUMB 

ER  OF  DISABILITIES  IN 

ADDITION 

TO  MR  LL 

ADDIS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

82 

82 

9. 404 

9.404 

1 

230 

312 

26. 376 

35. 780 

2 

252 

564 

28 . 899 

64.679 

8 

141 

705 

16.170 

80. 849 

4 

124 

82  9 

14.220 

95.069 

5 

42 

871 

4.817 

99.885 

6 

1 

87  7 

0.  115 

100.000 

/I  Mean  Number  of  Additional  Disabilities  2.1 
Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 - BY  FACILITY  - FYR3 

FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACILITY =Q48ERRY 


C P 

FREQUENCY 

CFREBPAL  PALSY 

CUM  FREQ  PERCENT 

CUM 

PERCENT 

NO 

YES 

5 3 5 

7 

• 

7 

9 

100. 000 

• 

100.000 

EP1 

FREQUENCY 

EP  ILFPSY 
CUM  frfq 

PERCENT 

CUM 

PERCENT 

NO 

VES 

258 

28* 

• 

28* 

» 

LOO. 000 

• 

100.000 

AUT 

FRFQUE NCY 

AUT I SM 

CUM  FRFQ 

PERCENT 

CUM 

PERCENT 

NO 

5*2 

• 

• 

• 

OTH 

OTHER  NEUROLOGICAL 
FREQUENCY  CUM  fRFQ 

DI  SORDEP  S 
PERC  ENT 

CUM 

PERCENT 

NO 

5*2 

9 

• 

• 

AMBU 

FREQUENCY 

AMBULAT ION 
CUM  EPFQ 

PFRCENT 

CUM  PERCENT 

AM8UL  A TOR  Y 

3*5 

3*5 

63.653 

63.653 

NON  AM8UL  MOBILE 

53 

39  8 

9.779 

73. *32 

NON  AMRUL  NON  MO 

1*4 

5*2 

26. 568 

100. 000 

I SS 

IMPAIRMENT  OF  SPECIAL  SENSES 
FREQUENCY  CUM  FREQ  PERCENT  CUM 

PERCENT 

NO  SENSORY  l MPA  I 

377 

377 

69.557 

69. 557 

DEAF 

3 

380 

0.55* 

70.  Ill 

HEARING  HANDICAP 

58 

*3  8 

l 0. 70L 

80.812 

BLIND 

89 

527 

16. *21 

97.232 

VISUAL  HANDICAP 

2 

52  9 

0.369 

97.601 

DEAF  BLIND 

2 

531 

0.  369 

97.970 

BLIND  AND  HEAR  IN 

9 

5*0 

1.661 

99. 631 

DEAF  AND  VISUAL 

L 

541 

0.  185 

99. 815 

HEARING  AND  VISU 

l 

5*2 

0.  185 

100. 000 

31 
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TABLE  5 - BY  FACILITY  - FY83 

FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACILITY=0'8ERRY 


DP  E 

D1SOROER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NO  DISORDER 

19 

L 9 

3.506 

3.  506 

NO  SPEECH 

384 

403 

70.849 

74.354 

MOTOR  DISORDER  S 

98 

50  L 

18. 081 

92.435 

MIKED  OTHER 

41 

542 

7.  565 

100.000 

p r 

PSYCHIATRIC  IMPA 
FREQUENCY  CUM  FREQ 

IRMFNT 

PERCENT 

CUM  PERCENT 

NO  PSYCH!  ATR  IC  I 

417 

41  7 

76.937 

76.937 

PSYCHOSES 

18 

435 

3.321 

80. 258 

CHAR ACTFR  DISORD 

58 

493 

10. 701 

90.959 

OTHER  PSYCH IATRI 

49 

54  2 

9.041 

100.000 

NUMBER  OF  DISAB 

ILITIES  IN 

ADDI TIGN 

TO  MR  LL 

ADDIS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

8 

8 

1.476 

1.476 

1 

93 

101 

17.159 

18.635 

2 

200 

301 

36.900 

55.535 

3 

160 

461 

29. 520 

85. 055 

4 

7 7 

53  8 

14. 207 

99.262 

5 

4 

542 

0.738 

100. 000 

/I  Mean  Number  of  Additional  Disabilities  2.4 
Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 


BY  FAC  IL  IT  Y 


FY8  3 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITY 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FA C I L I T Y =C  A S WELL 


CEREBRAL  PALSY 


C P 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO- 

94 0 

• 

• 

• 

YES 

1 89 

189 

LOO. 000 

100. 000 

EPILEPSY 

EPI 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NC 

773 

• 

■m 

• 

YES 

356 

3 56 

LOO. 000 

100. 000 

AUT I SM 

AUT 

FREQUENCY 

CUM  FREQ 

PERCENT 

C UM 

PERCENT 

NO 

I l 1 6 

* 

• 

• 

YES 

I 3 

1 3 

1 00.000 

100. 000 

OTHER  NEUROLOGICAL 

DISORDER S 

OTH 

FREQUENCY 

CUM  FREQ 

PERCFNT 

CUM 

PERCENT 

NO 

1075 

• 

* 

Y E S 

54 

54 

1 00. 000 

100.000 

AMBIJLAT ION 

AMBU 

FREQUENCY 

CUM  FREQ 

PERCENT 

C UM 

PERCENT 

7 

7 

0.62  0 

0.620 

A MB  LL ATOk y 

a 7 7 

88  4 

77.679 

78.299 

NON  AMBUL  MOBIL F 

109 

99  3 

9.  6 55 

87.954 

NON  AMBUL  NON  MO 

136 

112  9 

12.046 

LOO. 000 

IMPAIRMENT  CF  SPECIAL  SENSES 


I SS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MO  SENSORY  I MPA  I 

84  7 

84  7 

75. 022 

75.022 

DEAF 

21 

86  3 

1 . 360 

76.882 

HEARING  HANDICAP 

27 

895 

2.  391 

79.274 

BLIND 

3 5 

9 30 

3.100 

82.374 

VISUAL  HANDICAP 

126 

105  6 

1 l.  160 

93.534 

DEAF  BLIND 

11 

106  7 

C.  974 

94. 508 

BLIND  AND  HEAR  IN 

5 

10  72 

0.443 

94. 951 

DEAF  AND  VISUAL 

8 

103  0 

0.  709 

95.660 

HEARING  AND  VISU 

10 

1 0 9 C 

C.  886 

96. 546 

OTHER  IMPAIRMENT 

3 9' 

1 L29 

3. 4 54 

1 00.000 
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TABLE  5 - BY  FACILI TY 


FY83 


FREQUENCY 


DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACILITY=CASWELL 


DISGROER  OF  PERCEPT  EXPRESS 


OPE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NC  DISORDER 

381 

381 

33- 747 

33. 747 

NO  SPEECH 

319 

700 

28-255 

62.002 

MOTOR  DISORDER  S 

99 

799 

8.769 

70.771 

PERCEPTUAL  DISOR 

8 

807 

0.709 

71.479 

MIXED  OTHER 

322 

1129 

28. 521 

100.000 

PI 

PSYCH 

FREQUENCY 

IATPIC  IMPAIRMENT 
CUM  FREQ  PERCENT 

CUM  PERCENT 

NO  PSYCHIATR IC  I 

994 

994 

88.043 

88.043 

PSYCHOSES 

56 

1050 

4.960 

93.003 

CHARACTER  DISORD 

14 

1064 

1.240 

94. 243 

PSYCHGPHYSIOLOGI 

6 

1070 

0.  531 

94.774 

OTHER  PSYCHIATR I 

59 

1129 

5.226 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

TO  MR  /I 

ADD  IS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

175 

175 

15.500 

15.500 

1 

33  8 

513 

29.938 

45.438 

2 

313 

826 

27.724 

73. 162 

3 

192 

1018 

17. 006 

90.  168 

4 

78 

1096 

6.909 

97. 077 

5 

28 

1124 

2.480 

99. 557 

6 

5 

1129 

0.443 

100. 000 

/ 1 


Mean  Number  of  Additional  Disabilities  1.7 
Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 


BY  FACILITY 


FY83 


FPECUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC  IL  ITY=V»FSTERN  CAROLINA 


CEREBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

474 

* 

« 

YES 

1 H 

1 3 

100.000 

100. 000 

EP  IL  EPSY 

EP  I 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PtPCENT 

NO 

286 

• 

YES 

206 

206 

100.000 

100.000 

AUTISM 

AUT 

FREQUENCY 

CUM  FREQ 

PERCENT 

C UM 

PERCENT 

NO 

483 

* 

• 

• 

YES 

9 

9 

100.000 

100.000 

OTHER  NEUROLOGICAL 

OISCRDFRS 

GTH 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PEIRCEN  T 

MO 

481 

9 

• 

♦ 

YF  S 

u 

l 3 

LOO. 000 

I 00. 000 

AMBULATION 

AMflU 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

AMBULATORY 

318 

3 L 3 

64.634 

64. 634 

NON  AM3UL  MOBILE 

36. 

354 

7.317 

71.951 

NON  AMBUL  NON  MU 

138 

49  2 

28.049 

LOO. 000 

IMPAIRMENT  OF  SPECIAL  SENSES 

I SS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NC  SENSORY  IMPAI 

347 

34  7 

70. 528 

70.528 

DEAF 

15 

362 

3.  049 

73.577 

HEARING  HANDICAP 

21 

383 

4.268 

77. 846 

BLIND 

3 7 

42  0 

7.520 

85. 366 

VISUAL  HANDICAP 

41 

46  1 

8.333 

93.699 

DE/F  BLIND 

L 2 

47  3 

2.439 

96. 138 

BLIND  AND  HEAR.IN 

1 0 

48  3 

2.  033 

98.171 

DEAF  AND  VISUAL 

1 

48  4 

0.203 

98. 374 

HEARING  AND  VISU 

6 

4 90 

1.220 

99.593 

OTHER  IMPAIRMENT 

L 

49  9 

0.  407 

1 CO. 000 
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TABLE  5 


BY  FACILITY  - FY83 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC IL ITY=WESTERN  CAROLINA 


DPE 

DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NC  DISORDER 

150 

150 

30.488 

30.488 

NO  SPEECH 

255 

405 

51.829 

82.317 

MOTOR  DI SORDER  S 

19 

424 

3.  862 

86- L79 

PERCEPTUAL  DISOR 

14 

438 

2. 846 

89.024 

MIXED  OTHER 

54 

492 

10. 976 

LOO. 000 

PI 

PSYCHIATRIC  IMPAIRMENT 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NC  PSYCHIATRIC  I 

415 

415 

84.350 

84. 350 

PSYCHOSES 

21 

436 

4.  268 

88.618 

NEUROSES 

1 

43  7 

0.203 

88. 821 

CHARACTER  DISORD 

li 

448 

2-236 

91-057 

PSYCHOPHYS IOLOGI 

11 

459 

2.236 

93.293 

OTHER  PSYCHIATRI 

33 

492 

6.707 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDI TION 

TO  MR  /I 

ADDIS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

58 

58 

11. 789 

11.789 

1 

133 

19  i 

27.033 

38.821 

2 

125 

316 

25.407 

64.228 

3 

109 

425 

22. 154 

86.382 

4 

65 

490 

13.211 

99.593 

6 

2 

49  2 

0.407 

100.000 

/I  Mean  Number  of  Additional  Disabilities  1.9 
Median  Number  of  Additional  Disabilities  2.0 
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This  is  a Mental  Health  Client  Information  annual  report  on  the  resident 
population  of  the  State  Mental  Retardation  Centers  produced  from  the  annual 
resident  population  and  on-leaves. 

This  report  presents  selected  characteristics  of  the  resident  and  on-leave 
population  at  each  of  the  five  North  Carolina  Centers  for  the  Mentally  Retarded 
on  June  30,  198*».  Frequency,  percentage  and  cumulative/J_  distributions  are 
provided  for  age,  race,  and  sex  groups,  age  at  admission,  length  of  stay 
categories,  level  of  IQ  and  adaptive  behavior  impairments,  and  the  incidence  of 
disabilities  in  addition  to  mental  retardation.  Resident  population  trends 
for  the  past  fifteen  fiscal  years  are  presented  in  a graph  under  Table  1. 

Some  of  the  key  points  of  the  report  are: 

- There  has  been  a ^1  percent  decrease  in  the  resident  and  on- leave 
population  from  June  30,  1970  to  June  30,  1 984 . 

- In  FY 1 984  over  63  percent  of  the  residents  were  under  35  years  old. 

- For  the  population  in  residence  in  FY198*t  almost  52  percent  were  admitted' 
between  the  age  of  6 and  12  years  old. 

- Both  the  mean  and  median  length  of  stay  for  the  resident  population  on 
June  30,  1 984  was  17  years. 

- Over  61  percent  of  the  resident  population  was  profoundly  impaired  in 
both  intellectual  functioning  and  adaptive  behavior. 

- The  mean  number  of  disabilities  in  addition  to  mental  retardation  among 
the  resident  population  was  2.0. 


/]_  Frequency  and  percentage  distributions  based  on  successive  additions. 


PROFILE  SUMMARY 


RESIDENT  POPULATION  TRENDS 

On  June  30,  1984  the  resident  and  on-leave  population  at  the  five  State 
Mental  Retardation  Centers  totalled  3,062  persons.  This  represents  a 
41  percent  decline  from  the  end  of  the  fiscal  year  in  1970  when  the  resident 
and  on-leave  population  was  5,195  persons. 

Over  the  past  fifteen  fiscal  years  the  resident  population  at  each  of  the 
state  facilities  for  the  mentally  retarded  has  declined  with  the  exception 
of  Western  Carolina  Center  (See  Table  I).  However,  since  1971 > when  the 
resident  populations  of  the  mental  retardation  centers  peaked,  all  facilities 
have  shown  a downward  trend  in  number  of  residents. 


AGE  - RACE  - SEX 


Breakdowns  on  the  demographic  variables  of  age,  race,  and  sex  are  shown 
in  Table  2.  Over  63  percent  (1,931)  of  the  residents  at  the  five  State 
Mental  Retardation  Centers  were  under  35  years  of  age.  The  mean  age  for 
the  3,062  residents  at  the  five  North  Carolina  Centers  for  the  Mentally 
Retarded  was  33  years. 

The  resident  and  on-leave  population  on  June  30,  1984  was  approximately 
71  percent  (2,167)  white  and  29  percent  (895)  non-white.  Males  accounted 
for  57  percent  (1,745)  of  the  resident  population,  while  females  accounted 
for  43  percent  (1,317)  of  the  resident  population. 


AGE  AT  ADMISSION  - LENGTH  OF  STAY 


Data  are  presented  in  Table  3 on  admission  characteristics.  Almost  50 
percent  (1,457)  of  the  3,062  residents  at  the  State's  Mental  Retardation 
Centers  were  admitted  between  the  age  of  6 and  12  years  old.  The  mean 
admission  age  for  residents  was  16.2  years  while  the  median  71  age  of 
admissions  was  13  years  old. 

The  mean  and  the  median  length  of  stay  for  the  resident  and  on-leave 
population  on  June  30,  1984  was  slightly  over  17  years.  The  variable, 
length  of  stay,  is  based  upon  the  number  of  days  between  a person's  admission 
date  and  the  the  date  of  the  close  of  the  fiscal  year  being  reported  upon. 

For  presentation  in  this  report  length  of  stay  is  grouped  into  sub-categories 
of  months  and  years. 


/]  If  the  observations  are  ranked  in  order  from  smallest  to  largest,  the 
median  is  defined  as  the  middle  observation. 
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IQ  - ADAPTIVE  BEHAVIOR  LEVELS 


Table  4 provides  data  and  IQ  and  adaptive  behavior  (AB)  levels.  The 
greatest  percentage  (68  percent)  of  residents  at  the  MR  Centers  were 
profoundly  impaired  in  intellectual  functioning  and  66  percent  were  also 
profoundly  impaired  in  adaptive  behavior. 

When  IQ  and  AB  levels  were  combined  almost  75  percent  (2,257)  of  the  residents 
functioned  at  either  the  profound/profound  impairment  level  or  the  severe/ 
severe  impairment  level. 


ADDITIONAL  DISABILITIES 


Almost  90  percent  (2,707)  of  the  residents  of  the  mental  retardation  centers 
had  disabilities  in  addition  to  mental  retardation.  Data  presented  in 
Table  5 details  the  incidence  of  additional  disabilities  among  the  resident 
population  at  the  close  of  fiscal  year  1984. 

The  most  frequently  occurring  neurological  disorder  was  cerebral  palsy,  followed 
by  epilepsy.  Almost  19  percent  (576)  of  the  residents  had  epilepsy,  while  36 
percent  (1,097)  had  cerebral  palsy. 

Approximately  30  percent  (889)  of  the  resident  and  on-leave  population  had 
ambulatory  problems.  Among  these  residents,  33  percent  were  non-ambulatory 
mobile  and  67  percent  were  non-ambulatory,  non-mobile. 

Almost  27  percent  (831)  of  the  resident  and  on-leave  population  had  some 
type  of  visual  or  hearing  impairment.  Seventy-five  percent  (2,293)  of  the 
residents  at  the  mental  retardation  centers  had  a disorder  of  perception  and 
expression,  with  "no  speech"  being  the  most  prevalent  disorder.  When  cross 
tabulations  were  performed  on  the  variable,  "visual  or  hearing  impairment", 
and  the  variable,  "disorders  of  perception  and  expression",  it  was  found 
that  23  percent  (695)  of  the  mental  retardation  center  residents  had  both  a 
visual  or  hearing  impairment  and  a disorder  of  perception  and  expression. 

Over  15  percent  (463)  of  the  resident  and  on-leave  population  had  some  type 
of  psychiatric  impairment.  Character  disorders  (3  percent)  and  psychoses 
(5  percent)  were  the  most  frequently  occurring  disorders. 

Among  the  resident  population  additional  disabilities  ranged  from  0 to  6, 
with  a mean  of  2.0.  The  number  of  additional  disabilities  were  calculated 
by  totaling  the  incidence  of  epilepsy,  cerebral  palsy,  autism,  other 
neurological  disorders,  non-ambulation,  sensory  impairment,  disorders  of 
perception  and  expression  and  psychiatric  impairment. 
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TABLE  1 


NORTH  CAROLINA  MENTAL  RETARDATION  CENTERS 
RESIDENT  POPULATION  FY70  TO  FY84 


+ 


+ 

♦ 

+ a b 


C = CASWELL  M = MURDOCH  0 = O' BERRY  W = WESTERN  B = BLACK  MOUNTAIN 

- + 4- + + + 4- 4- 4 ♦ ♦ + ♦ 4- ♦ ♦ 

70  71  72  73  74  75  76  77  78  79  80  81  82  83  84 

FY  YEAR 
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TABLE  2 - TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY64 
FREQUENCY  UlSTRI BUT1GN  OF  AGE  - RACE  - SEX 

AGE  GROUP  /I 


AGE GRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  12 

YEARS 

30 

3U 

G.93u 

0.980 

13 

TO 

17 

YEARS 

141 

171 

4.605 

5.3B5 

18 

TO 

20 

YEARS 

214 

365 

6.989 

12.573 

21 

TO 

24 

YEARS 

429 

6 14 

14.010 

26.584 

23 

TO 

34 

YEARS 

1117 

1931 

36.479 

6 3. 06  3 

35 

TO 

44 

YEARS 

635 

2566 

20.738 

83.801 

45 

TO 

54 

YEARS 

277 

2843 

9.046 

92.348 

55 

TO 

64 

YEARS 

142 

2935 

4.637 

9 7.435 

65 

AND 

i OLDER 

77 

3062 

2.5  Id 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PckCcNT 

CUM 

PERCENT 

1 

1 

1 

C.033 

0.033 

N 

862 

8 83 

26.805 

2o.33  7 

U 

12 

895 

0.392 

29.229 

W 

216/ 

30t>2 

70.771 

100. OOG 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

r 

1317 

13  17 

43.011 

43.011 

M 

174  5 

3062 

36.989 

100.000 

/]_  MEAN  AGE  (YRS)  33-0 
MEDIAN  AGE  (YRS) 31 
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TABLE  2 - BY  FACILITY  — FY34 

FREQUENCY  GISThIBUTIGN  OF  AG L - RACE  - SEX 

facility-black  mountain 


AGE  GROUP  [_\ 


AGEo  RP 

FRlrwUL  NC  Y 

CUiM  t'R  _0 

PERCENT 

CUM 

P E'RCcN  T 

6 

TO  12 

YEARS 

5 

5 

4.343 

4.  343 

13 

TO  17 

Y EAR  S 

10 

i 5 

o.696 

13.  04  3 

IB 

TJ  20 

YEAR  S 

5 

20 

*■*•346 

17.391 

21 

TO  24 

YcARS 

1 > 

35 

13.043 

30.  **35 

23 

T Lf  3 4 

YEARS 

3 t 

74 

33.913 

64.  346 

35 

T 0 4*r 

YEARS 

i i 

91 

1 4 • ^6  3 

79. A3d 

h5 

Tu  o-r 

YcARS 

13 

lo4 

11.3o4 

9 0. 43  3 

55 

TO  64 

YEARS 

9 

11j 

7.826 

Vo. 26 1 

o5 

AMD  OLDER 

- 

113 

1.7o9 

1 06.000 

RAC  i- 

FREQUENCY 

CUM  FREE 

P cRCEN T 

CUM 

P E RC  cH  f 

H 

7 

7 

6.027 

b • 0 3 V 

w 

1 02 

115 

93.913 

1 JO. 000 

Sc  X 

FRcOUi.  NwY 

SUM  FREQ 

P ERCcfN  T 

CUM 

Pi-RCEN  T 

F 

6_ 

5 3 

4 6.0b 7 

46.037 

M 

62 

113 

33.913 

100. 000 

/_]  MEAN  AGE  (YRS)  32-7 
MEDIAN  AGE  (YRS)  31.0 
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TABLE  2 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FAC IL ITY=MURDOCH 


AGE  GROUP  /]_ 


AGEGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  1 

2 

YEARS 

4 

4 

0.474 

0.474 

13 

TO 

17 

YEARS 

29 

33 

3.436 

3.910 

18 

TO 

20 

YEARS 

39 

92 

6.491 

10.900 

21 

TO 

24 

YEARS 

119 

211 

14.100 

25.000 

25 

TO 

34 

YEARS 

313 

526 

37.322 

62.322 

35 

TO 

44 

YEARS 

166 

711 

21.919 

84.  242 

45 

TO 

54 

YEARS 

73 

7<i*t 

8.649 

92.891 

55 

TO 

64 

YEARS 

48 

327 

3.095 

97.986 

65 

AND 

OLDER 

17 

844 

2.014 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

N 

228 

22o 

27.014 

27.014 

W 

616 

72.9bo 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

F 

360 

3o0 

42.684 

42. 834 

M 

46*r 

344 

57.346 

lOO.oOO 

n MEAN  AGE  (YRS)  33-3 
MEDIAN  AGE  (YRS)  31. 0 
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TABLE  2 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FAC IL ITY=0 •BERRY 


AGE  GROUP 

/I 

AGEGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  12  YEARS 

1 

1 

0.185 

0.185 

13 

TO  17  YEARS 

24 

25 

4.444 

4.  630 

18 

TO  20  YEARS 

41 

66 

7.593 

12.222 

21 

TO  24  YEARS 

92 

150 

17.037 

29.259 

25 

TO  34  YEARS 

206 

364 

38.148 

67.407 

35 

TO  44  YEARS 

121 

s-35 

22.407 

89.315 

45 

TO  54  YEARS 

42 

527 

7.778 

97.593 

55 

TO  64  YEARS 

io 

537 

1.652 

99.444 

65 

AND  OLDER 

3 

540 

0.556 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

I 

1 

1 

0.185 

0.185 

N 

220 

221 

40.741 

40.926 

U 

8 

229 

1.481 

42. 407 

w 

311 

540 

57.593 

100.000 

SEX 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERC ENT 

F 

244 

24s- 

45.185 

45. ib5 

M 

296 

540 

54.815 

100.000 

/I  MEAN  AGE  (yrs)  31.1 
MEDIAN  AGE  (YRS)  31.0 
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TABLE  2 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FAC IL ITY=CASWfcL  L 


AGE  GROUP  /I 


AGEGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

6 

TO  12  ' 

YEARS 

2 

2 

0.165 

0.185 

13 

TO  17 

YEARS 

25 

27 

2.311 

2.H95 

13 

TO  2U 

YEARS 

55 

62 

5.083 

7.579 

21 

TO  24 

YEARS 

119 

20  1 

JL0.998 

16.377 

25 

TO  34 

YEARS 

356 

357 

32.902 

51.479 

35 

TO  44 

YEARS 

255 

d 12 

23.567 

75.046 

45 

TO  54 

YcARS 

137 

949 

12.662 

87.708 

55 

T U 64 

YEARS 

73 

102  7 

7.209 

94.917 

65 

AND  OLDER 

55 

1032 

5.033 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

N 

357 

357 

32.994 

32.994 

U 

3 

360 

0.277 

33.272 

W 

722 

10o2 

o6.7  28 

100.000 

SEX 

frequency 

CUM  FREQ 

PERCENT 

CUM 

PEkClNT 

F 

*+63 

463 

42.791 

42.791 

M 

61V 

L06<_ 

57.2  0 9 

1 Ou. 000 

/_\  MEAN  AGE  (YRS)  36.8 
MEDIAN  AGE  (YRS)  3^.0 
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TABLE  2 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 
FACILITY=WESTERN  CAROLINA 


AGE  GROUP  /] 


AGLGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

OJM 

PERCENT 

6 

TO 

12 

YEARS 

18 

18 

3.742 

3.742 

13 

TO 

17 

YEARS 

53 

71 

11.019 

14.761 

18 

TO 

20 

YEARS 

54 

125 

11.227 

25.938 

21 

TO 

24 

YEARS 

84 

2 09 

17.464 

43.451 

25 

TO 

34 

YEARS 

201 

410 

41.768 

65.239 

35 

TO 

^4 

YEARS 

57 

467 

11.850 

97.089 

<*5 

TO 

YEARS 

12 

479 

2.495 

99.584 

55 

TO 

64 

YEARS 

2 

431 

0.416 

100.000 

RACE 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

N 

70 

70 

14.553 

14. 353 

U 

1 

71 

0.208 

14. 76  1 

w 

410 

481 

65.239 

100.000 

sex 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

F 

19  7 

197 

40.956 

40.956 

M 

28*t 

h-6  I 

59.044 

100.000 

/_\  MEAN  AGE  (YRS)  25-9 


TABLE  3 - TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY84 
FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 


AGE  AT  ADMISSION  /] 


AAGGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

I TO  3 YEARS 

66 

66 

2.155 

2.155 

6 TO  12  YEARS 

1391 

145  7 

45.428 

47.583 

13  TO  17  YEARS 

toll 

2068 

19.954 

67.538 

18  Tu  20  YEARS 

256 

2324 

8.361 

75.898 

21  TO  24  YEARS 

2 02 

2526 

6.597 

84.495 

25  TO  34  YEARS 

309 

2835 

10.091 

92.387 

35  TO  44  YEARS 

144 

2979 

4.703 

97.289 

45  TO  54  YEARS 

60 

3039 

1.960 

99.249 

55  TO  64  YEARS 

22 

3061 

0.718 

99.967 

65  AND  OLDER 

1 

3062 

0.033 

lOO.OOO 

STAY 

LENGTH  OF 
FREQUcNCY 

STAY  AT 
CUM  FREq 

MR  CENTER  /2 
PERCENT  CUM 

PEkCENT 

LESS  THAN  1 MO 

8 

8 

G.2toi 

0.261 

1 TO  6 MONTHS 

32 

40 

i .045 

1.306 

6 TO  12  MONTHS 

3i 

71 

1 .0 1 2 

2.319 

1 TO  2 YEARS 

224 

29to 

7.315 

9.63  4 

2 TO  3 YEARS 

37 

332 

i.  208 

10. 843 

3 TO  5 YEARS 

106 

438 

3.462 

14.304 

d TO  10  YEARS 

40  to 

to46 

6.7  93 

21.097 

10  TO  15  YEARS 

48  0 

112  o 

13.676 

36.773 

15  TO  20  YEARS 

922 

20*1-8 

30.111 

66.884 

20  TO  25  YEARS 

556 

260*+ 

18.138 

83.042 

25  TO  30  YEARS 

183 

2789 

6.042 

91.084 

30  TO  35  YEARS 

113 

2902 

3.690 

94.775 

35  TO  40  YEARS 

73 

2981 

2.58  0 

97.355 

40  TO  45  YEARS 

2** 

3005 

0.784 

98. 13b 

45  TO  30  Yc_ ARS 

IS 

3020 

0.490 

98. 628 

50  TU  55  YEARS 

9 

3029 

0.294 

9o.922 

55  TO  60  YEARS 

2 3 

3052 

0.751 

99.673 

60  OR  MOKE  YEARS 

10 

30  o 2 

0.327 

loo. 000 

/_]  MEAN  ADMISSION  AGE  (YRS)  16.2 
MEDIAN  ADMISSION  AGE  (YRS)  13-0 

[1  MEAN  LENGTH  OF  STAY  (YRS)  17-3 
MEDIAN  LENGTH  OF  STAY  (YRS)  17-8 
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TABLE  3 - BY  FACILITY  - FY64 


FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

F AC I LIT Y= BLACK  MOUNTAIN 


AGE  AT  ADMISSION  /] 


AAGGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

6 TO  12  YEARS 

4 

4 

3.476 

3.47  6 

13  TO  17  YEARS 

14 

lb 

12.174 

15.652 

16  TO  20  YEARS 

6 

24 

5.217 

20.670 

21  TO  24  YEARS 

16 

40 

13.913 

34.783 

25  TO  34  YEARS 

37 

77 

52.174 

66.957 

35  TO  44  YEARS 

16 

93 

13.913 

80.870 

45  TO  54  YEARS 

12 

105 

10.435 

91.304 

55  TO  64  YEARS 

10 

115 

6.696 

100.000 

STAY 

LENGTH  OF 
FREQUENCY 

STAY  AT 

CUM  FREQ 

MR  CENTER  /2 

PERCENT  CUM  PtRCENT 

LESS 

THAN  1 MO 

2 

2 

1.739  1.739 

1 TO 

6 MONTHS 

•■v 

«L. 

4 

1.739  3.478 

6 TO 

12  MONTHS 

2 

6 

1.739  5.217 

1 TO 

2 YcARS 

109 

115 

94.783  100.000 

/I 

MEAN  ADMISSION  AGE  (YRS) 

31.3 

MEDIAN  ADMISSION  AGE  (YRS) 

29.0 

[1 

MEAN  LENGTH  OF  STAY  (YRS) 

1.8 

MEDIAN  LENGTH  OF  STAY  (YRS) 

1.9 

-12- 
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TABLE  3 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

FAC 1L I TY=MURDGCH 


AGE  AT  ADMISS ION  /] 


AAGGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

1 TO  5 YE 

ARS 

20 

20 

2.370 

2.370 

6 TO  12  Y 

EARS 

388 

408 

45.972 

43.341 

13  TO  17 

YEARS 

153 

366 

18.720 

67.062 

18  TO  20 

YEARS 

VO 

656 

10.664 

77.725 

21  TO  24 

YEARS 

57 

713 

6.7  54 

84.479 

23  TO  34 

YEARS 

VI 

804 

I0.7o2 

93.261 

35  TO  44 

YEARS 

29 

833 

3.436 

98.697 

45  TC  54 

YEARS 

11 

844 

1.303 

100.000 

STAY 

LENGTH  OF 
FREQUENCY 

STAY  AT 
CUM  FREQ 

MR  CENTER  /2 
PERCENT  CUM 

P ERGEN f 

1 TO  6 MONTHS 

6 

6 

0.711 

0.711 

6 TO  li  MONTHS 

3 

9 

6.355 

1.U66 

1 TO  2 YEARS 

10 

19 

1.185 

2.251 

2 TO  3 YEARS 

6 

27 

0.9^6 

3.199 

3 TO  5 YEARS 

16 

43 

1.396 

5.U95 

5 TO  10  YEARS 

30 

93 

3.924 

11.019 

10  TO  15  YEARS 

146 

239 

17.299 

26. 31 8 

15  TO  20  YEARS 

260 

499 

30.6  06 

59. 123 

20  TO  25  YEARS 

272 

771 

32.227 

91.351 

25  TO  30  YEARS 

31 

802 

3.673 

93.024 

30  TO  35  YEARS 

6 

306 

0.711 

93.735 

33  TO  40  YEARS 

36 

344 

4.265 

100.000 

/_]  MEAN  ADMISSION  AGE  (YRS)  15-5 
MEDIAN  ADMISSION  AGE  (YRS)  13-0 

[2  MEAN  LENGTH  OF  STAY  (YRS)  1 8. 3 
MEDIAN  LENGTH  OF  STAY  (YRS) 1 8. 8 


-13- 


TABLE  3 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF 

AGE  AT 

ADMISSION  - 

- LENGTH  OF  STAY 

FACILITY=0» 

BERRY 

AGE 

AT  ADMISSION  /I 

AAGG  K.P 

FREQUENCY 

CUM  FREQ 

PERCENT 

QJM 

PERCENT 

I TO  5 YEARS 

15 

15 

2.778 

2.773 

6 TO  12  YEARS 

250 

26;> 

46.296 

49.074 

13  TO  17  YlARS 

100 

365 

18.519 

67.593 

18  T u 20  YEARS 

49 

414 

9.074 

76.667 

21  TO  2^  YcARS 

3d 

452 

7.037 

83.  704 

25  Tu  34  YEARS 

55 

5U7 

10.185 

93.889 

35  TO  44  YEARS 

26 

533 

^.813 

93.704 

45  TO  54  YEARS 

* 

537 

0.741 

9 v.  444 

55  TO  64  YEARS 

0 

540 

0.556 

100.000 

LENGTH  OF 

STAY  AT 

MR  CENTER 

n 

STAY 

FREQUENCY 

CUM  FREQ 

PCKCEN r 

OJM 

PERCENT 

LESS  THAN  1 MO 

1 

1 

0.16  5 

0.165 

1 TO  6 MONTHS 

9 

10 

1 .667 

1.352 

6 TO  12  MONTHS 

5 

15 

0.926 

2.778 

1 TO  2 YEARS 

5 

20 

0.926 

3.704 

2 TO  3 YEARS 

6 

26 

1.111 

4.815 

3 TO  5 YEARS 

27 

d3 

5.000 

9.  ol 5 

5 TO  10  YEARS 

42 

95 

7.773 

17.593 

10  TO  15  YEARS 

103 

203 

20.000 

37.593 

15  TO  20  YEARS 

225 

428 

41.667 

79.259 

20  TO  2 5 YEARS 

63 

491 

11.667 

90.926 

25  TO  30  YEARS 

49 

540 

9.074 

100. UOO 

1}  MEAN  ADMISSION  AGE  (YRS)  15-7 

MEDIAN  ADMISSION  AGE  (YRS)  13-0 

/2  MEAN  LENGTH  OF  STAY  (YRS)  15-8 
MEDIAN  LENGTH  OF  STAY  (YRS)  17.^ 


-1  A- 
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TA8LE  3 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

FAC IL ITY=C ASWEL  L 


AGE  AT  ADMISSION  /I 


AAGGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

1 TO  5 YEARS 

15 

13 

1.201 

1.201 

6 TO  12  YEARS 

517 

530 

47.762 

48 • 98  3 

13  TO  17  YEARS 

209 

739 

19.316 

68.299 

18  TO  20  YEARS 

77 

816 

7.116 

75.416 

21  TO  24  YEARS 

60 

876 

5.543 

60.961 

25  TO  34  YEARS 

100 

976 

9.242 

90.203 

35  TO  44  YEARS 

66 

1042 

6.100 

96.303 

45  TO  54  YEARS 

30 

1072 

2.773 

99.076 

55  TO  64  YEARS 

V 

1081 

0.832 

99.908 

65  AND  OLDER 

1 

1082 

0.092 

100.000 

LENGTH  OF 

STAY  AT  MR 

CENTER 

/2 

STAY 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

LESS  THAN  1 M3 

1 

1 

0.092 

0.  092 

1 TO  6 MONTHS 

8 

9 

0.739 

0.832 

6 TO  12  MONTHS 

12 

21 

1.109 

1.941 

1 TO  2 YEARS 

90 

111 

o.3  id 

16.259 

2 rQ  3 YEARS 

4 

113 

0.370 

10.628 

3 TO  5 YEARS 

25 

14  0 

2.311 

12.939 

5 TO  10  YEARS 

47 

187 

3*344 

17.283 

10  TO  15  YEARS 

129 

3 16 

11.922 

29.205 

15  TO  20  YEARS 

311 

627 

2 6.743 

57.948 

20  TO  25  YEARS 

119 

746 

10.993 

68.946 

25  TO  30  YEARS 

103 

351 

9.70-fr 

7o* 65 1 

30  TO  35  YEARS 

107 

958 

9.6o9 

6b. 540 

35  TO  40  YEARS 

43 

1001 

3.974 

92.314 

40  TO  45  YEARS 

24 

1025 

2.218 

94.  732 

45  TO  50  YEARS 

15 

1040 

1.386 

96. 118 

50  TO  35  YEARS 

9 

1049 

0.832 

96.950 

55  TO  60  YEARS 

23 

1072 

2.1 26 

99.076 

60  OR  MORE  YEARS 

10 

1082 

0.9  24 

100. uOO 

/]  MEAN  ADMISSION  AGE  (YRS)  16.4 

MEDIAN  ADMISSION  AGE  (YRS)  13-0 

/2  MEAN  LENGTH  OF  STAY  (YRS)  20.9 
MEDIAN  LENGTH  OF  STAY  (YRS)  18.8 
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TABLE  3 - BY  FACILITY  - FY84 

FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION  - LENGTH  OF  STAY 

FACILITY=WEST£RN  CAROLINA 


AGE  AT  ADMISSION  /I 


AAGGRP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

I TO  5 YEARS 

lb 

ib 

3.742 

3.742 

6 TO  12  YEARS 

232 

250 

4b. 233 

51.975 

13  TO  17  YEARS 

130 

350 

27.027 

79.002 

18  TO  20  YcARS 

34 

414 

7.069 

66.071 

21  TO  24  YEARS 

31 

445 

6.445 

92.516 

25  TO  34  YEARS 

26 

471 

5.405 

97.921 

35  TO  44  YEARS 

7 

473 

1.455 

99.376 

45  TO  34  YEARS 

3 

431 

0.624 

100.000 

LENGTH  OF 

STAY  AT  P 

IA  CENTER 

n 

STAY 

FREQUENCY 

CUM  FREQ 

PcRCEiMT 

UJM 

PERCENT 

LESS  THAN  1 MO 

4 

4 

0.832 

0.332 

1 TO  6 MONTHS 

7 

11 

1.455 

' 2.287 

6 TO  12  MONTHS 

9 

20 

1.871 

4.158 

I TO  2 YEARS 

10 

3u 

2.079 

0.237 

2 TO  3 YEARS 

19 

49 

3.950 

10.13? 

3 TO  5 YEARS 

38 

87 

7.900 

16.087 

6 TO  10  YEARS 

65 

156 

14.345 

32.432 

10  TO  15  Y EAR  S 

97 

253 

20.166 

52.599 

15  TU  20  YEARS 

12o 

3 79 

26.195 

78.794 

20  TO  25  YEARS 

102 

481 

21.206 

100.000 

/I 

MEAN  ADMISSION  AGE  (YRS) 

13-8 

MEDIAN  ADMISSION  AGE  (YRS) 

12.0 

/2 

MEAN  LENGTH  OF  STAY  (YRS) 

12.7 

MEDIAN  LENGTH  OF  STAY  (YRS) 

14.8 

-16- 
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TABLE  4 - TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY84 

FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

54 

• 

• 

• 

NOT  SIGNIFICANT 

14 

14 

0.465 

0.465 

MILD 

63 

77 

2.094 

2.560 

MODERATE 

229 

306 

7.613 

10.173 

SEVERE 

660 

966 

21.941 

32.114 

PROFOUND 

2CW2 

3006 

67.886 

lOu.OOO 

A8 

ADAPTIVE  BEHAVIOR 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

54 

• 

• 

• 

NOT  SIGNIFICANT 

7 

7 

6.233 

0.233 

MILD 

70 

77 

2.327 

2.560 

MODERATE 

266 

343 

6.843 

11.40  3 

SEVERE 

646 

989 

21.476 

32.879 

PROFOUND 

198* 

29  73 

65.957 

96.836 

UNSPECIFIED 

35 

3008 

1.164 

100.000 

LEVEL 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

Ab  LEVEL 

PERCENT 

CUM  PERCENT 

NOT  STATED 

5* 

• 

• 

• 

NOT  SIGN— NOT  SI  G 

4 

4 

0.133 

0.133 

NOT  SIGN-MOD 

2 

6 

0.066 

0.199 

NOT  SIGN-SEV 

16 

0.133 

0.332 

NOT  SIGN-PROF 

3 

13 

0.100 

0.432 

NOT  SIGN-UNSPEC 

1 

14 

0.033 

0.465 

MILD-MILD 

31 

45 

1.031 

1.496 

MILD-MOD 

19 

o4 

0.632 

2.128 

MILD-SEV 

7 

71 

0.2  ,>3 

2.360 

MILU-PROr 

3 

74 

0.100 

2. 46  0 

MILD-UNSPEC 

3 

77 

0.100 

2. 560 

MOD-MI LD 

2u 

97 

0.665 

3.225 

.MOD -MOD 

139 

236 

4.621 

7 • 64  6 

MOD— Sc  V 

48 

279 

1.430 

9.27;> 

MOD-PRUF 

19 

298 

G.o3  2 

9.907 

MGD-UNSPEC 

o 

306 

0.266 

10. 173 

SEV-MILD 

14 

325 

0.632 

10.805 

SEV-MOQ 

47 

422 

3.225 

14.029 

SEV-SEV 

415 

837 

13.797 

27.826 

SEV-PROF 

11/ 

954 

3.890 

31.715 

SEV-UNSPEC 

12 

966 

0.399 

32.  114 

PROF— NOT  SIGN 

1 

967 

0.0  3 3 

32. 14b 

PR OF -MOD 

9 

976 

0.299 

32. 44  7 

PROF-SEV 

17  9 

1155 

6.951 

38.398 

PROF-PROF 

184^ 

2997 

61.237 

99.634 

UNSPEC-NOT  SIGN 

11 

3008 

0.36  6 

100.000 
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TABLE  4 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACI LITY=BLACK  MOUNTAIN 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

• 

• 

• 

NOT  SIGNIFICANT 

2 

2 

1.764 

1.754 

MILD 

2 

4 

1.754 

3.50V 

MODERATE 

I 

6 

0.377 

4.336 

severe 

16 

21 

14.035 

16.421 

PROFOUND 

93 

114 

61.579 

100.000 

Ad 

ADAP 

FREQUENCY 

TIVE  BEHAVIOR 
CUM  FREQ  PERCENT 

CUM  PERCENT 

NUT  STATED 

1 

• 

• 

• 

NOT  SIGNIFICANT 

2 

2 

1.754 

1.754 

MILD 

1 

3 

0.877 

2.632 

SEVERE 

24 

27 

21.053 

23.684 

profound 

37 

114 

76.316 

100.000 

LEVEL 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

A6  LEVEL 
PERCENT 

CUM  PERCENT 

NOT  STATED 

i 

♦ 

• 

• 

NOT  SIGN-NOT  SI  G 

1 

1 

0.377 

0.877 

NOT  SIGN-PROF 

1 

2 

0.877 

1.754 

MILD-MILD 

1 

3 

0.877 

2.632 

MILD— PROF 

1 

4 

0.6  77 

3.509 

MOD-PROF 

1 

5 

0.877 

4.386 

SEV-SEV 

16 

20 

13.1 56 

17.  5<t4 

SEV— PROF 

1 

21 

0.877 

18.421 

PROF-NUT  SIGN 

1 

22 

0.377 

19.298 

PROF— SEV 

V 

31 

7.895 

27. 193 

PROF-PROF 

63 

11h 

72.807 

100.000 
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TABLE  4 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FAC IL ITY=MURDGCH 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

20 

• 

• 

• 

NOT  SIGNIFICANT 

I 

1 

0.121 

0.  121 

MILD 

17 

18 

2.063 

2.184 

MODERATE 

50 

68 

6.068 

8.252 

SEVERE 

17> 

243 

21.238 

29.490 

PROFOUND 

581 

824 

70.510 

100.000 

AB 

ADAP 

FREQUENCY 

FIVE  BEHAVIOR 
CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

20 

• 

• 

• 

NOT  SIGNIFICANT 

I 

I 

0.121 

0.121 

MILD 

10 

II 

1.214 

1.335 

MODERATE 

57 

63 

6.917 

8.252 

SEVERE 

170 

233 

20.631 

28. 33  3 

PROFOUND 

583 

621 

70.75  2 

99. 636 

UNSPECIFIED 

j 

6 24 

0.364 

100.000 

COMBINED  IQ  AND  A L LEVEL 


LEVEL 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

2U 

• 

• 

• 

NOT  SIGN-NOT  SIG 

I 

1 

0.121 

0.  121 

MILD-MILD 

9 

10 

1.092 

1.214 

MILD-MOD 

6 

16 

0.723 

1.942 

MILD-SEV 

2 

13 

0.243 

2.184 

MOD-MILD 

1 

19 

0.121 

2.  306 

MOD-MOD 

26 

45 

3.155 

>.461 

MOD-SEV 

14 

3 V 

i.6*9 

7.  160 

MOD-PROF 

V 

68 

1.092 

8.252 

SEV-MOD 

22 

90 

2.670 

10.922 

SEV-SEV 

Ilo 

2uG 

13.350 

24.272 

SEV-PRGF 

43 

243 

5.213 

29.490 

PROF— MOD 

3 

246 

0.364 

29.654 

PROF— S E V 

4*+ 

290 

3.340 

35.  19*+ 

PROF-PROF 

531 

821 

64.442 

99.636 

UN SPEC -NOT  SIGN 

3 

824 

0.364 

10G.000 

I 
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TABLE  4 — BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FAC ILITY=0*BERR Y 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

OJM  PERCENT 

NOT  STATED 

IB 

» 

• 

• 

MODERATE 

4 

4 

0.766 

0.766 

SEVERE 

65 

69 

12.452 

13.218 

PROFOUND 

453 

5 22 

66.782 

100.000 

AB 

ADAPTIVE  BEHAVIOR 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

is 

• 

• 

MILD 

2 2 

0.383 

0.383 

MODERATE 

6 10 

1.533 

1.916 

SEVERE 

79  B 9 

16.134 

17.030 

PROFOUND 

433  522 

32.950 

100.000 

LEVEL 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

AB  LEVEL 
PERCENT 

CUM  PERCENT 

NOT  STATED 

18 

• 

• 

MOD-MOD 

1 

I 

0.192 

0.192 

MOD-SEV 

3 

4 

0.575 

0.  766 

SEV-MILD 

D 

L. 

6 

0.383 

1.149 

SEV-MOD 

6 

12 

1.149 

2.299 

SEV-SEV 

40 

52 

7.663 

9.962 

SEV-PROF 

17 

69 

3.237 

13.218 

PROF -MOD 

1 

70 

o.i92 

13.410 

PROF-SEV 

36 

106 

6.897 

20.307 

PROF-PROF 

416 

522 

79.693 

100.000 
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TABLE  4 - BY  FACILITY  - FY84 

FREQUENCY  DISTRIBUTION  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FAC IL ITY  = CASW  ELL 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

IB 

• 

• 

• 

NOT  SIGNIFICANT 

11 

11 

1.031 

1.031 

MILD 

30 

Hi 

2.812 

3.843 

MODERATE 

116 

137 

10.872 

14.714 

SEVERE 

270 

427 

25.303 

40.019 

PROFOUND 

640 

1067 

ov.96i 

100. 000 

Ab 

ADAPTIVE  BEHAVIOR 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

IB 

• 

• 

• 

NOT  SIGNIFICANT 

4 

4 

0.375 

0.373 

MILD 

46 

49 

4.217 

4.  592 

MODERATE 

124 

178 

12  .090 

1 1».  68  2 

SEVERE 

282. 

430 

23.6 1 S 

40. 300 

PROFOUND 

607 

1037 

36.868 

97. 186 

UNSPECIFIED 

30 

106  / 

2.812 

100. OOC 

LEVtL 

COMBINED  IQ  AND 
FREQUENCY  CUM  FREQ 

AO  LLVEl 
PERCENT 

CUM  PERCENT 

NOT  STATED 

15 

• 

• 

• 

NOT  SIGN-NUT  SIG 

2 

2 

0.187 

0.167 

NOT  SIGN-MOD 

2 

4 

0.187 

0.37  5 

NOT  SIGN— Sc V 

4 

d 

0.375 

0.750 

NOT  SIGN-PROF 

2 

10 

0.187 

0.93  7 

NOT  SIGN-UNSPEC 

1 

11 

0.094 

1.031 

MILD-MILD 

12 

23 

1.123 

2. 15o 

MILD-MOD 

10 

33 

0.9  3 7 

3.093 

MILD-SEV 

3 

36 

U.2  6 1 

3.374 

MI LD— PROF 

2 

3 b 

0.187 

3.561 

MILD-UNSPEC 

6 

41 

0.261 

3.343 

MOD-MILD 

17 

5 8 

1.593 

5.436 

MOD-MOD 

60 

118 

5.623 

11.059 

MOD-SEV 

22 

IhO 

2.062 

13.121 

MOD-PROF 

9 

149 

0.643 

13.964 

MOD-UNSPEC 

8 

1d7 

0.750 

14.714 

SEV-MILD 

16 

173 

1.500 

16.214 

SEV-MOD 

52 

225 

4.873 

21.067 

SEV-ScV 

149 

374 

Ij>.9o4 

35.052 

SEV-PROF 

*+I 

413 

3.843 

38.894 

SEV-UNSPEC 

12 

427 

1.125 

40.019 

prof-mod 

J 

432 

0.469 

40.487 

^RUF-StV 

76 

506 

7.12  3 

47.610 

PROF-PROF 

553 

1061 

51.626 

99.438 

UNSPEC— NOT  SIGN 

6 

1067 

0.562 

100.000 
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TABLE  4 - BY  FACILITY  - FY84 


FREQUENCY  01 STR 1BUTI ON  OF  IQ  - ADAPTIVE  BEHAVIOR  LEVELS-  AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 
FACILITY =WESTERN  CAROLINA 


IQ 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MILD 

14 

14 

2.911 

2.911 

MO DERAT  E 

58 

72 

12.058 

14.969 

SEVERE 

134 

206 

27.859 

42.827 

PROFOUND 

275 

481 

57.173 

100.000 

A3 

ADAPTIVE  tiEHAVlOR 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

MILD 

12 

12 

2.495 

2.495 

MODERATE 

72 

34 

14.969 

17.4o4 

SEVERE 

121 

205 

25.156 

42.620 

PROFOUND 

274 

479 

5o.965 

99. 5S4 

UNSPECIFIED 

2 

481 

0.416 

100.000 

COM3  INE  D IQ  AND  A 3 LEVEL 


LEVEL 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

MILD-MILD 

9 

9 

1.871 

l.o71 

MILD-MOD 

3 

12 

C.624 

2.495 

MILD-SEV 

2 

14 

0.4 1 6 

2.911 

MOD-MILD 

2 

i o 

U.*+i6 

3.  326 

MOD— MOD 

52 

od 

10.311 

14. 137 

MOD-SEV 

4 

72 

0.332 

14.969 

SEV— MILO 

1 

73 

0.203 

15.177 

SEV-MOD 

17 

90 

3.5  34 

13.711 

SEV— S fc V 

101 

191 

20.993 

39.709 

SEV-PROF 

15 

206 

3.119 

42.327 

PROF-SEV 

14 

22o 

2.911 

45.  73  3 

PROF-PROF 

259 

479 

33.346 

99.534 

UNSPEC-NOr  SIGN 

2 

431 

0.4  16 

iOO.OUU 
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TABLE  3 


TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


CE RE8RAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCE  .NT 

CUM 

PERCENT 

NO 

YES 

1963 

1097 

• 

1097 

* 

100.000 

• 

100.000 

EP  I 

FREQUENCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

2486 

376 

• 

37b 

• 

100.000 

• 

100.000 

AUT 

FREQUENCY 

AUTISM 
CUM  FKEQ 

PlkCEN  T 

CUM 

PERCENT 

NO 

YES 

3036 

26 

• 

26 

• 

100.000 

• 

100.000 

□TH 

OTHER  NEUROLOGICAL 
FREQUENCY  CUM  CREQ 

DISORDERS 

PERCENT 

CUM  PERCENT 

NO 

2998 

• 

• 

• 

YES 

64 

04 

100.000 

100. UOO 

AMBU 

FREQUENCY 

AMSULA  T ION 
CUM  FREQ 

PERCENT 

CUM  PERCENT 

NOT  STATED 

3-+ 

• 

• 

• 

AMBULATORY 

2119 

2119 

70.445 

70.  *+4  5 

NON  AMdUL  MOBILE 

294 

2413 

9.774 

30.219 

NON  AM8UL  NON  MO 

393 

3008 

19.781 

100.000 

ISS 

IMPAIRMENT  OF  SPECIAL  SENSES 
FREQUENCY  CUM  FREQ  PtKCENT 

CUM  PERCENT 

NOT  STATED 

54 

• 

• 

• 

NO  SENSORY  IMPAI 

2177 

2177 

72.374 

72.374 

DEAF 

30 

2227 

1.6b  2 

74.036 

HEARING  HANDICAP 

133 

2360 

4.422 

73.457 

BLIND 

234 

2594 

7.779 

86.237 

VISUAL  HANDICAP 

24b 

2842 

6.245 

94.  ^8  1 

DEAF  BLIND 

32 

287^ 

1.064 

95.543 

BLIND  and  hearin 

37 

2911 

1.230 

96.773 

DEAF  AND  VISUAL 

7 

291  b 

0.233 

97.008 

HEARING  AND  VISU 

26 

2946 

0.931 

97.939 

OTHER  IMPAIRMENT 

62 

3uu6 

2.061 

100. JOO 
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TABLE  5 - TOTALS  FOR  THE  FOUR  STATE  MENTAL  RETARDATION  CENTERS  FY84 

FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


DPE 

DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NOT  STATED 

54 

• 

• 

• 

NO  DISORDER 

715 

715 

23.770 

23.770 

NO  SPEECH 

1377 

2092 

45.77a 

69.546 

MOTOR  DISORDER  S 

346 

2436 

11.503 

81.031 

PERCEPTUAL  DISOR 

29 

2467 

0.964 

82.015 

MIXED  OTHER 

54i 

3008 

17.965 

100.000 

PSYCHIATRIC  IMPAIRMENT 


PI 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCtNT 

NOT  STATED 

34 

• 

• 

• 

NO  PSYCHIATRIC  I 

2543 

2545 

3<t.6GS 

34.608 

PSYCHOSES 

13  7 

2682 

*t.535 

89.  162 

NEUROSES 

11 

2693 

0.366 

69.32b 

CHARACTER  DISORD 

81 

2774 

2.693 

92.221 

PSYCHO PHYS I QLQG I 

18 

27  92 

0.596 

92.619 

OTHER  PSYCHIATR1 

216 

300o 

7.161 

100.000 

NUMBER  OF  DISABlLITItS 

IN  ADDITION 

TO  MR  / 1 

ADD I S 

FREQUENCY 

CU  M P R E ( 

2 PERCENT 

OJM  PERCENT 

0 

355 

35  5 

1 1.594 

11.594 

1 

767 

1122 

2 3.049 

36.643 

2 

371 

1993 

28.445 

65.06  8 

3 

636 

2629 

2 0.771 

85.859 

4 

350 

2979 

11.430 

97.289 

5 

7t> 

3055 

2.4  82 

99.771 

6 

7 

3062 

0.229 

loO.OOO 

/]  MEAN  NUMBER  OF  ADDITIONAL  DISABILITIES  2.0 
MEDIAN  NUMBER  OF  ADDITIONAL  DISABILITIES  2.0 
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TABLE  5 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC I LI TY= BLACK  MOUNTAIN 


CERcBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

98 

• 

• 

• 

YES 

17 

17 

100.000 

100.000 

EPILEPSY 

EP  I 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

71 

• 

• 

• 

YES 

44 

44 

10G.UUO 

100.000 

AUTISM 

AUT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

114 

• 

• 

• 

YES 

i 

1 

100. 000 

100.000 

□TrtLR  NEU 

RQ LOGICAL 

bl S ORDERS 

OT  H 

frequency 

CU  M FREQ 

PERCENT 

CUM 

PERCENT 

NO 

113 

• 

• 

• 

YES 

2 

2. 

100.000 

100.000 

AMBULATION 

AMBU 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

P EKCENT 

NOT  STATED 

1 

• 

• 

• 

AMBULATORY 

**3 

4 J* 

37.719 

37.71V 

NGN  AMbUL  MOBILE 

27 

u 

23.684 

61 • 404 

NON  AMBUL  NON  MO 

4*+ 

114 

3 d • 39o 

100.000 

ISS 

IMP AIR ML 
FREQUENCY 

NT  OF  SPECI 
CUM  FREQ 

AL  SENSES 
PfcRCEN r 

CUM  PERCENT 

NOT  STATED 

1 

• 

• 

NO  SENSORY  IMPA1 

6U 

60 

62.632 

52.632 

DEAF 

9 

64 

3.60  V 

5o.i40 

HEARING  HANDICAP 

7 

71 

6.140 

62.231 

BLIND 

11 

62 

9.649 

71.  930 

VISUAL  HANDICAP 

19 

101 

I6.6o7 

<38. 696 

DEAF  BLIND 

2- 

10  3 

1.764 

90.351 

BLIND  AND  HEARIN 

1 

1 0*t 

0.677 

91.226 

DckF  AND  VISUAL 

1 

106 

0.677 

92.106 

HEARING  AND  VISU 

a 

113 

7.016 

99.123 

OTHER  IMPAIRMENT 

i 

114 

G.877 

10G.000 
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TABLE  5 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACI LIT Y= BLACK  MOUNTAIN 


DPE 

DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NOT  STATED 

I 

• 

• 

• 

NO  DISORDER 

21 

21 

16.421 

16.421 

NO  SPEECH 

70 

91 

61.404 

79.825 

MOTOR  DISORDER  S 

13 

104 

11.404 

91.228 

PERCEPTUAL  DISOR 

2 

106 

1.754 

92.982 

MIXED  OTHER 

8 

114 

7.016 

100.000 

PI 

PSYCHIATRIC  IMPAIRMENT 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

1 

• 

• 

• 

NO  PSYCHIATRIC  I 

108 

108 

94.737 

94.737 

PSYCHOSES 

I 

109 

0.877 

93.614 

NEUROSES 

2 

111 

1.734 

97.368 

PS YCHQPHYS 10LQG1 

1 

112 

0.877 

96.246 

OTHER  PSYCHI ATR I 

2 

114 

1.754 

loo. O0  0 

NUMBER  OF  DISABILITIES  IN 

AUDITION 

TO  MR  /I 

ADDIS 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

3 

9 

7.8  26 

7.826 

1 

16 

25 

13.913 

21.739 

2 

29 

64 

23.217 

46.957 

3 

32 

86 

27.826 

74.783 

4 

27 

113 

23.476 

98.261 

5 

2 

115 

1.739 

100.000 

/]_  MEAN  NUMBER  OF  ADDITIONAL  DISABILITIES  2.5 
MEDIAN  NUMBER  OF  ADDITIONAL  DISABILITIES  3-0 


u 
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TABLE  5 — BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC IL ITY=MURDOCH 


CEREBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

540 

304 

• 

304 

• 

100.000 

• 

100.000 

EPI 

FREQUENCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

540 

304 

• 

304 

• 

100.000 

• 

100.000 

AUT 

FREQUENCY 

AUTISM 
CUM  FREQ 

PERCENT 

CUM  PERCENT 

NO 

643 

o 

• 

• 

YES 

1 

1 

100.000 

1 Oo. 000 

OTHER  NEUROLOGICAL 

L‘I  SGRDERS 

OTH 

FREQUENCY  CUM  FREQ 

PERCENT  CUM  PERCENT 

MU 

S44  • 

• • 

AMBU 

FREQUENCY 

AMBULA  T ION 
CUM  FREQ 

PERCENT 

CUM  PERCENT 

NUT  STATED 

20 

• 

• 

• 

AMBULATORY 

302 

602 

73.056 

73.058 

NUN  AMBUL  MOBILE 

74 

676 

6.981 

82.03V 

NON  AMBUl  NON  MU 

14a 

624 

17. 961 

100.000 

ISS 

IMPAIRM 

FREQUENCY 

ENT  OF  SPE 
CUM  FREQ 

Cl AE  SENSES 
PERCEN  T 

CUM  PERCENT 

NOT  STATED 

20 

• 

• 

• 

NO  SENSORY  IMPAI 

6 1 1 

611 

74.150 

74.150 

DEAF 

13 

624 

1.576 

75. 72  o 

HEARING  HANDICAP 

26 

650 

3.155 

76.833 

BLIND 

66 

716 

8.010 

86.893 

VISUAL  HANDICAP 

67 

7 83 

8.131 

95.024 

DEAF  BLIND 

6 

789 

0.723 

95.752 

3LIND  AND  HEAR I N 

14 

803 

1.6VV 

97.451 

HEARING  AND  VISU 

3 

306 

0.607 

98.058 

OTHER  IMPAIRMENT 

16 

824 

1.942 

100.000 
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TABLE  5 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC IL ITY=MURDOCH 


DISORDER  OF  PERCEPT  EXPRESS 


DPE 

FREQUENCY 

CUM  FREQ 

PERCENT 

OJM  PERCENT 

NOT  STATED 

20 

• 

• 

• 

NO  DISORDER 

190 

190 

23.068 

20.068 

NO  SPEECH 

362 

662 

*♦3.932 

66.990 

MOTOR  DISORDER  S 

126 

677 

16.170 

82. 160 

PERCEPTUAL  DISQR 

6 

665 

0.971 

83. 131 

MIXEO  OTHER 

139 

824 

16.869 

100.000 

PSYCHIATRIC  IMPAIRMENT 


PI 

FREQUENCY 

COM  FREQ 

PERCENT 

CLJM  PERCENT 

NOT  STATED 

20 

• 

• 

• 

MO  PSYCHIATRIC  I 

682 

68  2 

82.767 

82.767 

PSYCHOSES 

63 

7 36 

6.432 

8 V. 199 

NEUROStS 

8 

743 

0.971 

90. 170 

CHARACTER  DISORD 

2 

746 

0.243 

90.413 

PSYCHO PHYS I0L0G1 

3 

746 

0.364 

90. 777 

OTHER  PSYCHIATRi 

76 

824 

9.226 

loo. 000 

NUMB 

ER  OF  DISA6 

ILITIES  IN 

ADDITION 

10  MR  /I 

ADD I S 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCENT 

0 

86 

6 j 

10.071 

10.071 

1 

210 

295 

24.6d2 

34.953 

2 

246 

536 

28.791 

63.744 

3 

143 

661 

16.943 

80.687 

4 

120 

801 

14.218 

94.905 

5 

4 6 

344 

5.095 

100.000 

L 1 MEAN  NUMBER  OF  ADDITIONAL  DISABILITIES  2.1 

MEDIAN  NUMBER  OF  ADDITIONAL  DISABILITIES  2.0 
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TABLE  5 - 3Y  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC ILITY=D»8ERRY 


CEREBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

266 

• 

• 

YES 

274 

274 

100.000 

100.000 

EPILEPSY 

EPI 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

633 

• 

• 

• 

YES 

7 

7 

1 UO.OOO 

100. 000 

AUTISM 

AUT 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

540 

• 

m 

• 

OTHER  NEUROLOGICAL 

DI SORDERS 

OTH 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

340 

• 

• 

• 

AMBULATION 

AM6U 

FREQUENCY 

COM  FREQ 

PERCENT 

CUM 

PERCENT 

NOT  STATED 

18 

• 

• 

• 

AMBULATORY 

334 

334 

63.933 

63.  98  5 

NON  AMBUL  MOBILE 

H9 

3o3 

V.367 

73.372 

NON  AMBUL  NON  MO 

13V 

522 

26.628 

100.000 

IMPAIRMENT  OF  SPECI 

AL  SENSES 

ISS 

frequency 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NOT  STATED 

18 

• 

• 

• 

NO  ScNSORY  I MPA  I 

363 

363 

6V.Y23 

6Y.V23 

DEAF 

3 

360 

0.373 

70.498 

HEARING  HANDICAP 

36 

424 

10.728 

31.226 

blind 

83 

30  V 

16.284 

97.510 

VISUAL  HANDICAP 

1 

510 

0.192 

97.701 

DEAF  BLIND 

2 

5 12 

0.333 

90.034 

BLIND  AND  i LARIN 

V 

521 

1.724 

99.803 

HEARING  AND  VISU 

i 

322 

0.192 

100.000 
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TABLE  5 


BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION 
AMONG  MENTAL 


OF  INCIDENCE  OF  AD0IT10?IAL  DISABILITIES 
RETARDATION  CENTER  RESIDENTS 
FAC ILITY=Q 'BERRY 


DP£ 

DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NOT  STATED 

lb 

• 

• 

NO  DISORDER 

13 

13 

2.490 

2.490 

NO  SPEECH 

376 

389 

72.031 

74.521 

MOTOR  DISORDER  S 

94 

433 

13.003 

92.529 

MIXED  OTHER 

39 

522 

7.471 

luo.uoo 

PI 

PSYCHIATRIC  IMPAIRMENT 
FREQUENCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

18 

• 

• 

• 

NO  PSYCHIATRIC  1 

396 

396 

75.oo2 

7>. o62 

PSYCHOSES 

19 

415 

3.64o 

79.502 

CHARACTER  DISORD 

58 

473 

11. Ill 

9U.613 

OTHER  P3YCHIATR I 

49 

522 

9.337 

lOu.OOO 

NUMBER  OF  DIS 

ABILITIES  IN 

AUDIT  ION 

TO  MR  [} 

ADDIS 

Fkt wUtNC Y 

CU  M FREQ 

PERCENT 

CUM  PERCENT 

0 

22 

22 

4.074 

4.074 

1 

90 

112 

16.667 

20.741 

■m 

194 

306 

35.926 

56. 66  7 

3 

157 

45  3 

29.074 

85.741 

4 

7 i 

536 

13.519 

99.259 

5 

4 

540 

0.74  1 

100.000 

/ 1 

MEAN  NUMBER  OF  ADD I T 1 

IONAL  Dl SABI  LI 

HIES 

2.3 

MEDIAN  NUMBER  OF  ADDI 

ITIONAL  DISABI 

ILITIES 

2.0 
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TABLE  5 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC ILITY-CASWELL 


CEREBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

765 

317 

• 

317 

• 

1 00.000 

• 

100.000 

EPI 

FREQUENCY 

EPILEPSY 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

aao 

196 

• 

1 9o 

• 

100.000 

• 

100.000 

AUT 

FREQUENCY 

AUTISM 
CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

YES 

1067 

15 

• 

lb 

• 

100.000 

• 

100.000 

OTH 

OTHER  N 
FREQUENCY 

EURQLUGICAL 
CUM  FREQ 

DISORDERS 

PERCENT 

CUM 

P E RC  LN  T 

NO 

YES 

1031 

51 

• 

51 

• 

100.000 

• 

100.000 

AMBU 

FREQUENCY 

AMBULATION 

CUM  FREQ 

PERCENT 

UJM  PERCENT 

NOT  STATED 

15 

• 

• 

• 

AMBULATORY 

626 

826 

77.41^ 

77.413 

NUN  AM3UL  MOBILE 

106 

934 

10.122 

87.535 

NON  AMbUL  NON  MU 

133 

1067 

12.465 

100. 000 

ISS 

IMPAIR* 

FREQUENCY 

ENT  OF  SPECIAL  SENSES 
CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

15 

• 

• 

• 

NO  SENSORY  IMPAI 

795 

795 

7^.508 

7^.508 

DEAF 

21 

816 

1.968 

76. 47  6 

HEARING  HANDICAP 

2*t 

8<+0 

2.249 

76.725 

BLIND 

3h 

6 74 

3 • i o 7 

31.912 

VISUAL  HANDICAP 

119 

993 

11.153 

93.065 

DEAF  BLIND 

11 

10u4 

1.031 

94.096 

BLIND  AND  HEARIf^l 

6 

1010 

0.562 

9<*.  656 

DEAF  AND  VISUAL 

5 

1015 

0.469 

95.127 

HEARING  AND  VISU 

10 

1025 

0.937 

96.064 

OTHER  IMPAIRMENT 

42 

10o7 

3.936 

100. OOu 
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TABLE  5 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FAC IL ITY=CASWEL  L 


DPE 

DISORDER 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

EXPRESS 

PERCENT 

CUM  PERCENT 

NOT  STATED 

IS 

• 

• 

0 

NO  DISORDER 

344 

344 

32.240 

32.240 

NO  SPEECH 

316 

660 

2V.c>  16 

61.656 

MOTOR  DISORDER  S 

96 

756 

0.997 

70.853 

PERCEPTUAL  DISOR 

9 

766 

0.643 

71.696 

MIXED  OTHER 

302 

1067 

2 6.304 

100.000 

PI 

PSYCHIATRIC  IMPAIRMENT 
F REQULNCY  CUM  FREQ  PERCENT 

CUM  PERCENT 

NOT  STATED 

15 

* 

• 

• 

NO  PSYCHIATRIC  i 

951 

951 

89.123 

69. 12  S 

PSYCHOSES 

42 

99.3 

3.936 

93.065 

CHARACTER  DISORD 

13 

10  0 o 

1.2 1 o 

94.283 

PSYCHOPHYS IOLOG  I 

5 

1011 

G.<+69 

94.752 

OTHER  PSYCHIATRI 

56 

10o7 

5.246 

100.000 

NUMBER  OF  DISABILITIES  IN 

ADDITION 

10  MR  /I 

ADDIS 

F REQULNCY 

CU  M FREQ 

PERCENT 

CUM  PERCENT 

0 

1 dO 

1 60 

lc.636 

16.636 

1 

315 

46  6 

29.113 

45. 749 

2 

2o7 

7 62 

2o.526 

72.274 

3 

195 

977 

16.022 

9U.29  6 

4 

73 

1050 

6.747 

97.043 

5 

27 

1077 

2.495 

99.536 

6 

5 

1082 

O.r-62 

1 Qu.OOu 

/]  MEAN  NUMBER  OF  ADDITIONAL  DISABILITIES  1.7 
MEDIAN  NUMBER  OF  ADDITIONAL  DISABILITIES  2.0 
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TABLE  5 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACILITY=W£STERN  CAROLINA 


CEREBRAL  PALSY 


CP 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

NO 

296 

• 

• 

• 

YES 

185 

185 

lOQ.OoO 

100.000 

EPI LEPSY 

EPI 

FREQUENCY 

CUM  FkEQ 

PERCENT 

CUM 

PERCENT 

NO 

456 

• 

m 

• 

YES 

2b 

1 00*000 

loo. ooo 

AUTISM 

AUT 

FREQUENCY 

oUM  FRcQ 

PERCENT 

CUM 

PERCENT 

NO 

47^ 

• 

• 

• 

YES 

9 

9 

1 UO.OUG 

100.000 

OTHER  NEUROLOGICAL 

CISGrQcRS 

OTH 

FREQUENCY 

CUM  FREQ 

P LRCEN T 

CUM 

PERCENT 

NO 

47  U 

• 

• 

• 

YES 

II 

11 

1 DO. 000 

100.000 

AMBULATION 

AMBU 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM 

PERCENT 

AMBULATORY 

314 

314 

66.231 

65.231 

NON  AM5UL  MOBILE 

36 

3 30 

7.484 

72.765 

NON  AMSUL  NON  MO 

13  i 

48  i 

27.2^5 

lOU.OOO 

IMPAIR  Mi 

ENT  OF  SPECIAL  SENSES 

ISS 

FREQUENCY 

CUM  FREQ 

P ERGEN 1 

CUM 

PERCENT 

NO  SENSORY  IMPA I 

346 

346 

71.933 

71.933 

DEAF 

9 

3 33 

1.37 1 

73.805 

HEARING  HANDICAP 

20 

37  6 

‘♦•158 

77.963 

BLIND 

38 

413 

7.900 

85.863 

VISUAL  HANDICAP 

44 

455 

8.732 

94.  595 

DEAF  BLIND 

11 

466 

2 .2  8 7 

96.881 

BLIND  AND  HEARI N 

Y 

4 7d 

1.455 

98. 337 

DEAF  AND  VISUAL 

i 

474 

0.208 

98.545 

HEARING  AND  VISU 

4 

47  6 

d.832 

99.376 

OTHER  IMPAIRMENT 

3 

431 

0.624 

100. uoo 

-33- 


• • 


■ 


■ 


TABLE  5 - BY  FACILITY  - FY84 


FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF  ADD  IT  IONA  l.  DISABILITIES 
AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 
FACILirY=V/eSTERN  CAROLINA 


QPL 

disorder 

FREQUENCY 

OF  PERCEPT 
CUM  FREQ 

E XFRc  SS 
PERCENT 

CUM  PERCENT 

NO  DISORDER 

147 

147 

30  .Bui 

3o.56i 

NO  SPEECH 

2 j-S 

^oo 

52.599 

8o.  160 

MOTOR  DISORDER  S 

la 

*»18 

3.742 

86.902 

PERCEPTUAL  DISOR 

lu 

423 

2.07  7 

oo.Vol 

MIXLD  OTHER 

£3 

481 

11.019 

100. OOG 

PSYC 

HI  AT  RI C I MPA 

IRMENT 

PI 

FREQUENCY 

CUM  FREQ 

PERCENT 

CUM  PERCtNT 

NO  PSYCHIATRIC  I 

4 Oo 

HO  o 

84.8  23 

6<t.  823 

PSYCHOSES 

22 

430 

h .5  74 

39.397 

NEUROSES 

I 

43  i 

0.208 

89.605 

CHARACTER  DISORD 

b 

439 

1.66  3 

91.268 

PS YCHGPHYS I OLOG I 

9 

4*+S 

1.671 

93.  139 

OTHER  PSYCH IATR I 

33 

481 

6.86 1 

100.000 

NU  M3 

EH  OF  DISA31L1T1ES 

IN  ADDITION 

TO  MR  /I 

ADDIS 

FREQUENCY 

CUM  FREt 

« PERCENT 

CUM  PERCENT 

0 

59 

59 

12  .2oo 

12. 266 

1 

136 

195 

2 o.2 74 

40. 54 1 

2 

llo 

313 

?A.3i2 

65.073 

3 

1 09 

422. 

22.661 

87.734 

4 

57 

479 

I 1 .d  50 

99. 58  4 

6 

2 

‘to  1 

0.416 

100.000 

n MEAN  NUMBER  OF  ADDITIONAL  DISABILITIES  1.9 

MEDIAN  NUMBER  OF  ADDITIONAL  DISABILITIES  2.0 
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This  is  a Mental  Health  Client  Information  annual  report  on  the  resident 
population  of  the  State  Mental  Retardation  Centers  produced  from  the  annual 
resident  population  and  on-leaves. 

This  report  presents  selected  characteristics  of  the  resident  and  on-leave 
population  at  each  of  the  five  North  Carolina  Centers  for  the  Mentally 
Retarded  on  June  30,  1985-  Frequency,  percentage  and  cumulative  [\ 
distributions  are  provided  for  age,  race,  and  sex  groups,  age  at  admission, 
length  of  stay  categories,  level  of  IQ  and  adaptive  behavior  impairments,  and 
the  incidence  of  disabilities  in  addition  to  mental  retardation.  Resident 
population  trends  for  the  past  fifteen  fiscal  years  are  presented  in  a graph 
unde  r Tab  1 e I . 

Some  of  the  key  points  of  the  report  are: 

-There  has  been  a 42  percent  decrease  in  the  resident  and  on-leave 
population  from  June  30,  1971  to  June  30,  1985. 

-In  FY1985  over  63  percent  of  the  residents  were  under  38  years  old. 

-For  the  population  in  residence  in  F Y 1 985  almost  43  percent  were  admitted 
between  the  age  of  6 and  12  years  old. 

-Both  the  mean  and  median  length  of  stay  for  the  resident  population 
on  June  30,  1985  was  17  years. 

-Over  62  percent  of  the  resident  profoundly  impaired  in  both  intellectual 
functioning  and  adaptive  behavior. 

-The  mean  number  of  disabilities  in  addition  to  mental  retardation  among 
the  resident  population  was  2.0. 


j_  1 Frequency  and  percentage  distributions  based  on  successive  additions. 
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PROFILE  SUMMARY 


RESIDENT  POPULATION  TRENDS 


On  June  30,  1985  the  resident  and  on-leave  population  at  the  five  State 
Mental  Retardation  Centers  totaled  3,011  persons.  This  represents  a 
*42  percent  decline  from  the  end  of  the  fiscal  year  in  1971  when  the  resident 
and  on-leave  population  was  5,1*49  persons. 

Over  the  past  fifteen  fiscal  years  the  resident  population  at  each  of  the 
state  facilities  for  the  mentally  retarded  has  declined  with  the  exception 
of  Western  Carolina  Center  (See  Table  l).  However,  since  1971,  when  the 
resident  populations  of  the  mental  retardation  centers  peaked,  all  facilities 
have  shown  a downward  trend  in  number  of  residents. 

AGE  - RACE  - SEX 


Breakdowns  on  the  demographic  variables  of  age,  race,  and  sex  are  shown 
in  Table  2.  Over  60  percent  ( 1 , 8 05 ) of  the  residents  at  the  five  State 
Mental  Retardation  Centers  were  under  35  years  of  age.  The  mean  age  for 
the  3,011  residents  at  the  five  North  Carolina  Centers  for  the  Mentally 
Retarded  was  3^  years. 

The  resident  and  on-leave  population  on  June  30,  1985  was  approximately 
71  percent  (2,125)  white  and  29  percent  (886)  non-white.  Males  accounted 
for  57  percent  (1,720)  of  the  resident  popu 1 at i on,  wh i 1 e females  accounted 
for  A3  percent  (1,291)  of  the  resident  population. 

AGE  AT  ADMISSION  - LENGTH  OF  STAY 

Data  are  presented  in  Table  3 on  admission  characteristics.  Almost  *45 
percent  (1,351)  of  the  3,011  residents  at  the  State's  Mental  Retardation 
Centers  were  admitted  between  the  age  of  6 and  12  years  old.  The  mean 
admission  age  for  residents  was  16.3  years  while  the  median  [\  age  of 
admissions  was  13  years  old. 

The  mean  and  the  median  length  of  stay  for  the  resident  and  on-leave 
population  on  June  30,  1985  was  slightly  over  18  years.  The  variable, 
length  of  stay,  is  based  upon  the  number  of  days  between  a person's  admission 
date  and  the  date  of  the  close  of  the  fiscal  year  being  reported  upon.  For 
presentation  in  this  report  length  of  stay  is  grouped  into  sub-categories 
of  months  and  years. 


/I 


If  the  observations  are  ranked  in  order  from  smallest  to  largest,  the 
median  is  defined  as  the  middle  observation. 
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IQ  - ADAPTIVE  BEHAVIOR  LEVELS 


Table  b provides  data  and  IQ  and  adaptive  behavior  (AB)  levels.  The 
greatest  percentage  (68  percent)  of  residents  at  the  MR  Centers  were 
profoundly  impaired  in  intellectual  functioning  and  67  percent  were  also 
profoundly  impaired  in  adaptive  behavior. 

When  IQ  and  AB  levels  were  combined  almost  lb  percent  (2,2^1)  of  the  residents 
functioned  at  either  the  profound/profound  impairment  level  or  the  severe/ 
severe  impairment  level. 


ADDITIONAL  DISABILITIES 


Almost  90  percent  (2,660)  of  the  residents  of  the  mental  retardation  centers 
had  disabilities  in  addition  to  mental  retardation.  Data  presented  in 
Table  5 details  the  incidence  of  additional  disabilities  among  the  resident 
population  at  the  close  of  fiscal  year  1985- 

The  most  frequently  occurring  neurological  disorder  was  cerebral  palsy, 
followed  by  epilepsy.  Almost  20  percent  (590)  of  the  residents  had 
epilepsy,  while  36  percent  (1,079)  had  cerebral  palsy. 

Approximately  30  percent  (88^)  of  the  resident  and  on-leave  population  had 
ambulatory  problems.  Among  these  residents,  33  percent  were  non-ambulatory 
mobile  and  67  percent  were  non-ambu 1 at roy , non-mobile. 

Almost  25  percent  (760)  of  the  resident  and  on-leave  population  had  some 
type  of  visual  or  hearing  impairment.  Seventy-five  percent  (2,262)  of  the 
residents  at  the  mental  retardation  centers  had  a disorder  of  perception 
and  expression,  with  "no  speech"  being  the  most  prevalent  disorder.  When 
cross  tabulations  were  performed  on  the  variable,  "visual  or  hearing  impairment1 
and  the  variable,  "disorders  of  perception  and  expression",  it  was  found 
that  23  percent  (690)  of  the  mental  retardation  center  residents  had  both  a 
visual  or  hearing  impairment  and  a disorder  of  perception  and  expression. 

Over  1 6 percent  (^73)  of  the  resident  and  on-leave  population  had  some  type 
of  psychiatric  impairment.  Character  disorders  (3  percent)  and  psychoses 
(5  percent)  were  the  most  frequently  occurring  disorders. 

Among  the  res i dent  popu 1 at  ion  additional  disabilities  ranged  from  0 to  6, 
with  a mean  of  2.0.  The  number  of  additional  disabilities  were  calculated 
by  totaling  the  incidence  of  epilepsy,  cerebral  palsy,  autism,  other 
neurological  disorders,  non-ambulation,  sensory  impairment,  disorders  of 
perception  and  expression  and  psychiatric  impairment. 


TABLE  1 


NORTH  CAROLINA  MENTAL  RETARDATION  CENTERS 
RESIDENT  POPULATION  F Y71  TO  FY85 


fc i 3 


C = CASWELL  M = MURDOCH  0 = O' BERRY  W = WESTERN  B = BLACK  MOUNTAIN 

> 4- — — -f— 

71  72  73  74  75  76  77  73  79  80  31  82  83  3*  £5 


FY  YEAR 


I 
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TABLE  2-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY85-FRE  QUENCY  DISTRIBUTION  OF  AGE-RACE-SFX 

AGE  GROUP  /} 


AGEGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

1 

TO  5 YEARS 

1 

0.0 

1 

0.0 

6 

TO  12  YEARS 

26 

0.9 

27 

0.9 

13 

TO  17  YEARS 

112 

3.7 

13? 

4.6 

16 

TO  20  YEARS 

178 

5.9 

317 

10.5 

21 

TO  24  YEARS 

414 

13.7 

731 

24.3 

? 5 

TO  34  YEARS 

1074 

3 5*7 

180  5 

59.9 

3 5 

TO  44  YEARS 

677 

22.5 

2482 

£2.4 

45 

TO  54  YEARS 

295 

9.8 

2777 

92.2 

55 

TQ  64  YEARS 

IAS 

4.9 

2925 

97.1 

65 

AND  OLDER 

86 

2.9 

3011 

100.0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

I 

1 

0.0 

1 

0.0 

N 

374 

29.0 

375 

29.1 

U 

11 

0.4 

386 

29.4 

W 

2125 

70.6 

3011 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

1291 

42.9 

1291 

42-9 

M 

1720 

57.1 

3011 

100.0 

/ 1 Mean  Age  (Yrs.)  33-8 

Median  Age  (Yrs.)  32.0 
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TABLE  2 - BY  FACILITY  - FY85 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACILITY=BLACK  MOUNTAIN 

AGE  GROUP  /I 


AGE  GRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

1 

TO  5 YEARS 

1 

0.8 

1 

0.8 

6 

TO  12  YEARS 

6 

5.0 

7 

5.9 

13 

TO  17  YEARS 

14 

11.3 

21 

17.6 

18 

TO  2C  YEARS 

6 

5.0 

27 

22.7 

21 

TO  24  YEARS 

13 

10.9 

40 

33.6 

25 

TO  34  YEARS 

36 

30.3 

76 

63.9 

35 

TO  44  YEARS 

22 

18.5 

98 

82.4 

45 

TO  54  YEARS 

10 

3.4 

108 

90.8 

55 

TO  64  YEARS 

8 

6.7 

116 

97.5 

65 

AND  OLDER 

3 

2.5 

119 

100.0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

8 

6.7 

3 

6.7 

W 

111 

93.3 

119 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

57 

47.9 

57 

47.9 

M 

62 

52.1 

119 

100.0 

Mean  Age  (Yrs. ) 31-6 

Median  Age  (Yrs.)  31-0 


-6- 


V 


* 

■ ■ 

. 

' 

. 

■ 


; 

ft-  ■ . *j* 

■ 


• .. 


TABLE  2 - BY  FACILITY  - FY85 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACILITY=MURDOCH 

AGE  GROUP  /] 


AGE  GRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

6 TO  12  YEARS 

2 

0.2 

2 

0.2 

13  TO  17  YEARS 

30 

3.6 

32 

3.9 

18  TO  20  YEARS 

43 

5.2 

75 

9.1 

21  TO  24  YEARS 

106 

12. 9 

181 

22.0 

25  TO  34  YEARS 

302 

36.7 

483 

58.7 

35  TO  44  YEARS 

200 

24.3 

683 

83.0 

45  TO  54  YEARS 

75 

9.1 

758 

92.1 

55  TO  64  YEARS 

49 

6.0 

SO7 

98.1 

65  AND  OLDER 

16 

1.9 

323 

100.0 

CUMULATIVE  CUMULATIVE 

RACE  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


N 

225 

27.3 

225 

27.3 

W 

598 

72.7 

823 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

350 

42.5 

350 

42.5 

M 

473 

57.5 

823 

100.0 

Mean  Age  (Yrs. ) 34. 1 

Median  Age  (Yrs.)  32.0 
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TABLE  2 - BY  FACILITY  - FY85 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - 

FACILITY =OBERRY 

AGE  GROUP  /I 

CUMULATIVE 

AGEGRP  FREQUENCY  PERCENT  FREQUENCY 

SEX 

CUMULATIV 

PERCENT 

6 

TO  12  YEARS 

1 

0.2 

1 

0.2 

13 

TO  17  YEARS 

12 

2.2 

13 

2.4 

18 

TO  20  YEARS 

35 

6*4 

48 

8.7 

21 

TO  24  YEARS 

94 

17.1 

142 

25.9 

25 

TO  34  YEARS 

200 

36.4 

342 

62.3 

35 

TO  44  YEARS 

138 

25.1 

480 

87.4 

45 

TO  54  YEARS 

51 

9.3 

531 

96.7 

55 

TO  64  YEARS 

14 

2.6 

545 

99.3 

65 

AND  OLDFR 

4 

0.7 

549 

100.0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

I 

1 

0.2 

1 

0.2 

N 

221 

40.3 

222 

40.4 

U 

9 

1.5 

230 

41.9 

w 

319 

58.1 

549 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

242 

44.1 

242 

44.1 

M 

3 n 7 

55.9 

549 

100.0 

/ 1 Mean  Age  (Yrs.)  32-3 
Median  Age  (Yrs.)  32.0 
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TABLE  2 - 3Y  FACILITY  - FY85 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACILITY=CASWELL 

AGE  GROUP  /I 


AGEGRP 


CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 


CUMULATIVE 

PERCENT 


6 TO  12  YEARS 

2 

0.2 

2 

0.2 

13  TO  17  YEARS 

14 

1.3 

16 

1.5 

18  TO  20  YEARS 

37 

3.5 

53 

5.1 

21  T0  24  YEARS 

117 

11.2 

170 

16.3 

25  TO  34  YEARS 

334 

32.0 

504 

48.2 

35  TO  44  YEARS 

259 

24.3 

763 

73.0 

45  TO  54  YEARS 

146 

14.0 

90  9 

87.0 

55  TO  64  YEARS 

73 

7.0 

982 

94.0 

65  AND  OLDER 

63 

6*0 

1C  4 5 

100. 0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

352 

33.7 

352 

33.7 

U 

? 

0.2 

354 

33.9 

w 

691 

66.1 

1045 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

453 

43.3 

453 

43.3 

M 

592 

56.7 

1045 

100.0 

Mean  Age  (Yrs . ) 37-8 

Median  Age  (Yrs.)  35-0 
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TABLE  2 - BY  FACILITY  - FY35 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FAC IL IT Y= WE STERN  CAROLINA 

AGE  GROUP  /]_ 

CUMULATIVE  CUMULATIVE 


AGEGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCEN 

6 

TO 

12 

YEARS 

15 

3.2 

15 

3.2 

13 

TO 

17 

YEARS 

42 

3.3 

57 

12.0 

18 

TO 

20 

YEARS 

57 

12.0 

114 

24.0 

21 

TO 

24 

YEARS 

34 

17.7 

198 

41. t 

25 

TO 

3 4 

YEARS 

202 

42.5 

40C 

84.2 

35 

TO 

44 

YEARS 

58 

12.2 

453 

96.4 

45 

TO 

54 

YEARS 

13 

2.7 

471 

99.2 

55 

TO 

64 

YEAR  S 

4 

0.8 

475 

10C.0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

68 

14.3 

68 

14.3 

U 

1 

0.2 

69 

14.5 

w 

406 

85.5 

475 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

189 

39.8 

189 

39.8 

M 

236 

60.2 

475 

100.0 

Mean  Age  (Yrs . ) 26.6 

Median  Age  (Yrs.)  26.0 
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TABLE  3-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY85-LENGTH  OF  STAY 
FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION 


AGE  AT  ADMISSION  /] 


AAGGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

1 TO  5 YEARS 

71 

2.4 

71 

2.4 

6 TO  12  YEARS 

1351 

44.9 

1422 

47.2 

13  TO  17  YEARS 

594 

19.7 

2016 

67.0 

18  TO  20  YEARS 

255 

8.5 

2271 

75.4 

21  TO  24  YEARS 

204 

6.3 

2475 

82.2 

25  TO  34  YEARS 

304 

10.1 

2779 

92.3 

35  TO  44  YEARS 

146 

4.3 

2925 

97.1 

45  TO  54  YEARS 

60 

2.0 

2985 

99.1 

55  TO  64  YEARS 

25 

0.3 

3010 

100.0 

65  AND  OLDER 

1 

o.o 

3011 

100.0 

ST 

LENGTH  OF  STAY  AT  MR  CENTER  /2 

CUMULATIVE 

AY  FREQUENCY  PERCENT  FREQUENCY 

CUMULATIV1 

PERCENT 

LESS  THAN  1 MO 

8 

0.3 

8 

0.3 

1 TO  6 MONTHS 

25 

0.8 

33 

1.1 

6 TO  12 

MONTHS 

46 

1.5 

79 

2.6 

1 TO  2 YESRS 

65 

2.2 

144 

4.6 

2 TO  3 YEARS 

206 

6.3 

350 

11.6 

3 TO  5 YEARS 

87 

2.9 

437 

14.5 

5 TO  10 

YEARS 

192 

6 • ^ 

629 

20.9 

10  TO  15 

YEARS 

390 

13.0 

1019 

33.8 

15  TO  20 

YEARS 

004 

30.0 

1923 

63.9 

20  TO  25 

YEARS 

526 

17.5 

2449 

81.3 

25  TO  30 

YEARS 

263 

8.7 

2712 

90.1 

30  TO  35 

YEARS 

122 

4.1 

2834 

94.1 

35  TO  40 

YEARS 

94 

3.1 

2928 

97.2 

40  TO  45 

YEARS 

18 

0.6 

2946 

97.3 

45  TO  50 

YEARS 

23 

0.8 

2969 

98.6 

50  TO  55 

YEARS 

7 

0.2 

2976 

98.8 

55  TO  60 

YEARS 

24 

0.3 

3000 

99.6 

6C  OR  MORE  YEARS 

11 

0.4 

3011 

100.0 

n_ 

Mean  Admission  Age  (Yrs.) 

16.3 

Median  Admission  Age  (Yrs.) 

13-0 

n 

Mean  Length  of  Stay  (Yrs.) 

17-9 

Median  Length  of  Stay  (Yrs.) 

18.4 

11- 
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TABLE  3 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMISSION- LENGTH  OF  STAY 

FACILITY=BLACK  MOUNTAIN 


AGE  AT  ADMISSION  /] 


AAGGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

1 TO  5 YEARS 

3 

2.5 

3 

2.5 

6 TO  12  YEARS 

7 

5.9 

10 

8*4 

13  TO  17  YEARS 

14 

11.8 

24 

20.2 

18  TO  20  YEARS 

6 

5.0 

30 

25.2 

21  TO  24  YEARS 

18 

15.1 

48 

40.3 

25  TO  34  YEARS 

35 

2R.4 

83 

69.7 

35  TO  44  Yc AR S 

17 

14.3 

100 

84.0 

45  TO  54  YEARS 

10 

8.4 

110 

92.4 

55  TO  64  YEARS 

9 

7.6 

119 

10C.C 

LENGTH  OF 

STAY  AT  MR 

CENTER  [1_ 

CUMULATIVE 

CUMULATIVE 

STAY 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

TO 

6 MONTHS 

4 

3.4 

4 

3.4 

6 

TO 

12  MONTHS 

10 

8.4 

14 

11.8 

1 

TO 

2 YESRS 

6 

5.0 

20 

16.3 

2 

TO 

3 YEARS 

99 

33.2 

HR 

100.0 

h_ 

Mean  Admission  Age  (Yrs.) 

29-5 

Median  Admission  Age  (Yrs.) 

28.0 

/2 

Mean  Length  of  Stay  (Yrs.) 

2.6 

Median  Length  of  Stay  (Yrs.) 

2.9 
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TABLE  3 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  AGE  AT  ADM I SS ION- LENGTH  OF  STAY 


FACILITY=MUPDOCH 


AGE  AT  ADMISSION  /\ 


AAGGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 
FREQUENC Y 

CUMULATIVE 

PERCENT 

1 

TO  5 YEARS 

21 

2.6 

21 

2.6 

6 

TO  12  YEARS 

374 

45.4 

395 

48.0 

13 

TO  17  YEARS 

154 

18.7 

549 

66.7 

18 

TO  20  YEARS 

90 

10.9 

639 

77.6 

21 

TO  24  YEARS 

54 

6*6 

693 

84.2 

25 

TO  34  YEARS 

90 

10.9 

783 

95.1 

35 

TO  44  YEARS 

30 

3*6 

813 

98.8 

45 

TO  54  YEARS 

9 

1.1 

822 

99.9 

55 

TO  64  YEARS 

1 

0.1 

823 

100.0 

STAY 

LENGTH  OF 
FREQUENCY 

STAY  AT  MR 
PERCENT 

CENTER  /2 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

LESS  THAN  1 MO 

3 

0.4 

3 

0.4 

1 TO  6 MONTHS 

5 

0.6 

8 

1.0 

6 TO  12  MONTHS 

3 

0.4 

11 

1.3 

1 TO  2 YESRS 

9 

1.1 

20 

2.4 

2 TO  3 YEARS 

9 

1.1 

29 

3.5 

3 TO  5 YEARS 

17 

2.1 

46 

5.6 

5 TO  10  YEARS 

40 

4.9 

86 

10.4 

10  TO  15  YEARS 

118 

14.3 

204 

24.8 

15  TO  20  YEARS 

247 

30.0 

451 

54.8 

20  TO  25  YEARS 

199 

24. Z 

650 

79.0 

25  TO  30  YEARS 

130 

15.3 

780 

94.8 

30  TO  35  YEARS 

2 

0.2 

7S2 

95.0 

35  TO  40  YEARS 

41 

5.0 

823 

100.0 

/ 1 Mean  Admission  Age  (Yrs.)  15-5 
Median  Admission  Age  (Yrs.)  13-0 

/ 2 Mean  Length  of  Stay  (Yrs.)  19-0 
Median  Length  of  Stay  (Yrs.)  19-7 
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TABLE  3 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMISSION-LENGTH  OF  STAY 

FACILITY=OB5RRY 

AGE  AT  ADMISSION  /J_ 

CUMULATIVE  CUMULATIVE 

AAGGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


1 

TO 

5 YEARS 

15 

2.7 

15 

2 , 

,7 

6 

TO 

12 

YEARS 

244 

44.4 

259 

47, 

,2 

13 

TO 

IT 

YEARS 

101 

18.4 

360 

65, 

> 6 

18 

TO 

20 

YEARS 

47 

8.6 

407 

74. 

,i 

21 

TO 

24 

YEARS 

41 

7.5 

448 

81, 

.6 

25 

TO 

34 

YEARS 

56 

10.2 

504 

91. 

,6 

35 

TO 

44 

YEARS 

30 

5.5 

534 

97, 

.3 

45 

TO 

54 

YEARS 

3 

1.5 

542 

98. 

,7 

55 

TO 

64 

YEARS 

6 

1.1 

548 

99, 

.8 

65 

AND  OLDER 

1 

0.2 

549 

100, 

,c 

STAY 

LENGTH  OF  STAY  AT  MR  CENTER  /2 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

LESS 

THAN  1 MO 

1 

0.2 

1 

0.2 

1 TO 

6 MONTHS 

6 

1.1 

7 

1.3 

6 TO 

12  MONTHS 

16 

2.9 

23 

4.2 

1 TO 

2 YESRS 

16 

2.9 

39 

7.1 

2 TO 

3 YEARS 

5 

0.9 

44 

8.0 

3 TO 

5 YEARS 

21 

3.3 

65 

11.3 

5 TO 

10  YEARS 

39 

7.1 

104 

18.9 

10  TO 

15  YEARS 

96 

17.5 

200 

36.4 

15  TO 

20  YEARS 

231 

42.1 

431 

78.5 

20  TO 

25  YEARS 

69 

12.6 

500 

91.1 

25  TO 

30  YEARS 

49 

3.9 

549 

100.0 

/ 1 Mean  Admission  Age  (Yrs.)  1 6 . 5 
Median  Admission  Age  (Yrs.)  13-0 

/2  Mean  Length  of  Stay  (Yrs.)  1 6 . 2 
Median  Length  of  Stay  (Yrs.)  1 8 . 2 
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TABLE  3 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMISSION-LENGTH  OF  STAY 

FACILITY=CASWELL 


AGE  AT  ADMISSION  /I 


CUMULATIVE  CUMULATIVE 


AAGGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

11 

1.1 

11 

1.1 

6 TO  12  YEARS 

501 

47.9 

512 

49.0 

13  TO  17  YEARS 

200 

19.1 

712 

68.1 

18  TO  20  YEARS 

76 

7.3 

783 

75.4 

21  TO  24  YEARS 

60 

5.7 

848 

81.1 

25  TO  34  YEARS 

97 

9.3 

945 

90.4 

35  TO  44  YEARS 

63 

6.0 

100  3 

96.5 

45  TO  54  YEARS 

23 

2.7 

1036 

99.1 

55  TO  64  YEARS 

9 

0.9 

1045 

100. 0 

STAY 

LENGTH  OF  STAY  AT  MR 
FREQUENCY  PERCENT 

CENTER  /2 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

1 TO  6 MONTHS 

5 

0.5 

5 

0.5 

6 TO  12  MONTHS 

6 

0.6 

11 

1.1 

1 TO  2 YESRS 

17 

1.6 

28 

2.7 

2 TO  3 YEARS 

83 

7.9 

111 

10.6 

3 TO  5 YEARS 

17 

1.6 

128 

12.2 

5 TO  10  YEARS 

42 

4.0 

170 

16.3 

10  TO  15  YEARS 

99 

9.5 

269 

25.7 

15  TO  20  YEARS 

291 

27.8 

560 

53.6 

20  TO  25  YEARS 

145 

13.9 

70  5 

67.  5 

25  TO  30  YEARS 

34 

8.0 

739 

75.5 

30  TO  35  YEARS 

120 

11.5 

909 

37.0 

35  TO  40  YEARS 

53 

5.1 

962 

92.1 

40  TO  45  YEARS 

18 

1.7 

980 

93.8 

45  TO  50  YEARS 

23 

2.2 

10^3 

96. C 

50  TO  55  YEARS 

7 

0.7 

1C  10 

96.7 

55  TO  6C  YEARS 

24 

2.3 

1034 

98.9 

60  OR  MORE  YEARS 

11 

1.1 

1045 

100.0 

/ 1 Mean  Age  at  Admission  (Yrs.)  16.A 
Median  Age  at  Admission  (Yrs.)  13-0 


21.8 

19-8 


/ 2 Mean  Length  of  Stay  (Yrs.) 
Median  Length  of  Stay  (Yrs.) 
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TABLE  3 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMISSION-LENGTH  OF  STAY 

FAC ILITY  = WE  STERN  CAROLINA 

AGE  AT  ADMISSION  71 


AAGGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

1 

TO  5 YEARS 

21 

4 • 4 

21 

4.4 

6 

TO  12  YEARS 

225 

4 7 • 4 

246 

51.8 

13 

TO  17  YEARS 

125 

26.3 

371 

78.1 

18 

TO  20  YEARS 

36 

7.6 

40  7 

85.7 

21 

TO  24  YEARS 

31 

6 • 5 

438 

92.2 

25 

TO  34  YEARS 

26 

5.5 

464 

97.7 

35 

TO  44  YEARS 

6 

1.3 

470 

98.9 

45 

TO  54  YEARS 

5 

1.1 

475 

ico.n 

STAY 

LENGTH  OF 
FREQUENCY 

STAY  AT  MR  CE 
PERCENT 

NTER  /2 

UMULATIVE 

FREQUENCY 

CUMULATIV 

PERCENT 

LESS  THAN  1 MO 

4 

0.8 

4 

0.3 

1 TO  6 MONTHS 

5 

1.1 

9 

1.9 

6 TO  12  MONTHS 

11 

2.3 

20 

4.2 

1 TO  2 YESRS 

17 

3.6 

37 

7.3 

2 TO  3 YEARS 

10 

2.1 

47 

9.9 

3 TO  5 YEARS 

32 

6.7 

79 

16.6 

5 TO  10  YEARS 

71 

14.9 

150 

31.6 

10  TO  15  YEARS 

77 

16.2 

227 

47.3 

15  TO  20  YEARS 

135 

28.4 

362 

76.2 

20  TO  25  YEARS 

113 

23.8 

475 

100.0 

7 1 Mean  Age  at  Admission  (Yrs.)  13-8 
Median  Age  at  Admission  (Yrs.)  12.0 

72  Mean  Length  of  Stay  (Yrs.)  13-3 

Median  Length  of  Stay  (Yrs.)  15-^ 
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TABLE  4-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY85-FREQUENC Y DISTRIBUTION  OF  IQ-ADAPTIVE 
BEHAVIOR  LEVELS-AND  COMBINED  IQ  AND 
ADAPTIVE  BEHAVIOR  LEVELS 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

52 

• 

• 

• 

NOT  SIGNIFICANT 

9 

G • 3 

9 

0.3 

MILD 

59 

2.0 

63 

2.3 

MODERATE 

213 

7.2 

281 

9.5 

SEVERE 

659 

22.3 

940 

31.8 

PROFOUND 

2019 

68.2 

2959 

100.0 

AB 

ADAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

52 

• 

• 

• 

NOT  SIGNIFICANT 

7 

0.2 

7 

0.2 

MILD 

66 

2.2 

73 

2.5 

MODERATE 

251 

8.5 

324 

10.9 

SEVERE 

635 

21.5 

959 

32.4 

PROFOUND 

1970 

66.6 

2929 

99.0 

UNSPECIFIED 

30 

1.0 

2959 

100.0 
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TABLE  4-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY85-FREQUENCY  DISTRIBUTION  OF  IQ-ADAPTIVE 
BEHAVIOR  LEVELS-AND  COMBINED  IQ  AND 
ADAPTIVE  BEHAVIOR  LEVELS 

COMBINED  IQ  AND  AE  LEVEL 


CUMULATIVE  CUMULATIVE 


LEVEL 

FREQUFNC Y 

PERCENT 

FREQUENCY 

PERCENT 

• 

52 

• 

• 

• 

NOT  SIGN-NOT  SIG 

4 

0.1 

4 

0.1 

NOT  SIGN-MOD 

1 

0.0 

5 

0.2 

NOT  SIGN-SEV 

▲ 

o.o 

6 

0.2 

NOT  SIGN-PROF 

3 

0.1 

9 

0.3 

MILD-MILD 

30 

1.0 

39 

1.3 

MILD-MOD 

20 

0.7 

59 

2.0 

MILD-SEV 

4 

0.1 

63 

2.1 

MILD-PPOF 

3 

c.l 

66 

2.2 

MI LD-UNSPFC 

2 

0.1 

68 

2.3 

MGD-NOT  SIGN 

X 

o.o 

69 

2.3 

MOD-MILD 

18 

0.6 

87 

2.9 

MOD-MOD 

124 

4.2 

211 

7.1 

MOD-SEV 

45 

1.5 

256 

8.7 

MOD-PROF 

19 

0.6 

2 75 

9.3 

MOD-UNSPEC 

6 

0.2 

231 

9.5 

SEV-MILD 

18 

0.6 

299 

1C.1 

SEV-MOD 

96 

3.2 

395 

13.3 

SFV-SEV 

415 

14.0 

310 

27.4 

St V- PR OF 

119 

4.0 

929 

31.4 

SEV-UNSPEC 

11 

0.4 

940 

31.3 

PROF-NOT  SIGN 

2 

0.1 

942 

31.8 

PRQF-MQD 

10 

0.3 

952 

32.2 

PROF-SEV 

170 

5.7 

1122 

37.9 

PROF-PROF 

1326 

61.7 

2948 

99.6 

UNSPEC-NOT  SIGN 

11 

0.4 

2959 

100.0 
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TABLE  4 - BY  FACILITY  - FYS 5 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 


FACILITY=BLACK  MOUNTAIN 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  SIGNIFICANT 

2 

1.7 

2 

1.7 

MILD 

2 

1.7 

4 

3.4 

MODERATE 

2 

1.7 

6 

5.0 

SEVERE 

19 

16.0 

25 

21.0 

PROFOUND 

94 

79.0 

119 

100.0 

AB 

ADAPTIVE  BEHAVIOR 
FREQUENCY  PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  SIGNIFICANT 

2 

1.7 

2 

1.7 

MILD 

1 

0.8 

3 

2.5 

MODERATE 

2 

1.7 

5 

4.2 

SEVERE 

28 

23.5 

33 

27.7 

PROFOUND 

86 

72.3 

119 

100.0 

LEVEL 

COMBINED  IQ  AND  AB 
FREQUENCY  PERCENT 

LEVEL 

CUMULATIVE 

frequency 

CUMULATIVE 

PERCENT 

NOT  SIGN-NOT  SIG 

1 

0.8 

i 

0.3 

NOT  SIGN-PRCF 

T 

0.3 

2 

1.7 

MILD-MILD 

1 

0.8 

3 

2.5 

MILD-PROF 

1 

0.8 

4 

3.4 

MOD-MOD 

1 

0.8 

5 

4.2 

MOD-PROF 

1 

0.8 

6 

5.0 

SEV-SEV 

18 

15.1 

24 

20.2 

SEV-PROF 

i 

JL 

0.8 

2 5 

21.0 

PRnp-NoT  sign 

1 

0.3 

26 

21.3 

PROF-MOD 

O.S 

27 

22.7 

PROF-SEV 

10 

8*4 

37 

31.1 

PROF-PROF 

82 

68.9 

119 

100.0 
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TABLE  A - BY  FACILITY  - FYS5 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVS  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY=MURDOCH 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

30 

• 

• 

• 

NOT  SIGNIFICANT 

1 

0.1 

1 

0.1 

MILD 

16 

2.0 

17 

2.1 

MODERATE 

46 

6.1 

65 

3.2 

SEVERE 

163 

20.6 

223 

23.3 

PROFOUND 

565 

71.2 

703 

100.0 

AB 

ADAPTIVE 

FREQUENCY 

BEHAVIOR 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

30 

• 

• 

• 

NOT  SIGNIFICANT 

1 

0.1 

1 

0.1 

MILD 

10 

1.3 

11 

1.4 

MODERATE 

54 

6*8 

65 

3.2 

SEVERE 

154 

19.4 

219 

27.6 

PROFOUND 

571 

72.0 

790 

99.6 

UNSPECIFIED 

3 

0.4 

793 

100.0 

LEVEL 

COMBINED  IQ  AND  AB 
FREQUENCY  PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

• 

30 

• 

• 

• 

NOT  SIGN-NQT  SIG 

1 

0.1 

1 

0.1 

MILD-MILD 

9 

1.1 

10 

1.3 

MILD-MOD 

r 

0*6 

15 

1.9 

MILD-SEV 

2 

0.3 

17 

2.1 

MOD-MILD 

1 

0.1 

18 

2.3 

MOD-MOD 

24 

3.0 

42 

5.3 

MOD-SEV 

14 

1.8 

56 

7.1 

MOD-PROF 

9 

1.1 

65 

8.2 

SEV-MOD 

22 

2.3 

37 

11.0 

SEV-SEV 

99 

12.5 

186 

23.5 

SEV-PROF 

42 

5.3 

228 

23.8 

PROF-MOD 

3 

0.4 

231 

29.1 

PRQF-SEV 

39 

4.9 

270 

34.0 

PROF-PROF 

520 

65.6 

790 

99.6 

UNSPEC-NOT  SIGN 

3 

0.4 

793 

100.0 
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TABLE  4 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY=0BERRY 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

MILD 

1 

0.2 

1 

0.2 

MODERATE 

9 

1.7 

10 

1.8 

SEVERE 

30 

14.7 

90 

16.5 

PROFOUND 

45  5 

33.5 

545 

100.0 

AB 

ADAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

NOT  SIGNIFICANT 

1 

0.2 

1 

0.2 

MILD 

3 

0.6 

4 

0.7 

MODERATE 

12 

2.2 

16 

2.9 

SEVERE 

38 

16.1 

104 

19.1 

PROFOUND 

441 

80.9 

545 

100.0 

LEVEL 

COMBINED  IQ  AND  AB 
FREQUENCY  PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

• 

4 

• 

• 

• 

MILD-MOD 

1 

0.2 

1 

0.2 

MOD-MOD 

4 

0.7 

5 

0.9 

MOD-SEV 

5 

0.9 

10 

1.8 

SEV-MILD 

3 

0.6 

13 

2.4 

SEV-MOD 

6 

1.1 

19 

3.5 

SEV-SEV 

51 

9.4 

70 

12.3 

SEV-PRQF 

20 

3.7 

90 

16.5 

PROF-NOT  SIGN 

1 

0.2 

91 

16.7 

PROF-MOD 

1 

0.2 

92 

16.9 

PROF-SEV 

32 

5.9 

124 

22.8 

PROF-PROF 

421 

77.2 

545 

100.0 
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TABLE  4 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY=CASWELL 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

NOT  SIGNIFICANT 

6 

0.6 

6 

0.6 

MILD 

30 

2.9 

36 

3.5 

MODERATE 

106 

10.3 

142 

13.8 

SEVERE 

261 

25.3 

403 

39.1 

PROFOUND 

628 

60.9 

1031 

100.0 

AB 

ADAPTIVE 

FREQUENCY 

BEHAVIOR 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

NOT  SIGNIFICANT 

3 

0.3 

3 

0.3 

MILD 

42 

4.1 

45 

4.4 

MODERATE 

122 

11.8 

167 

16.2 

SEVERE 

243 

23.6 

410 

39.8 

PROFOUND 

596 

57.8 

1006 

97.6 

UNSPECIFIED 

25 

2.4 

1031 

100.0 
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TABLE  4 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY=CASWELL 

COMBINED  IQ  AND  AB  LEVEL 


CUMULATIVE  CUMULATIVE 


LEVEL 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

• 

14 

• 

• 

• 

NOT  SIGN-NOT  SIG 

2 

0.2 

? 

0.2 

NOT  SIGN-MOD 

1 

0.1 

3 

0.3 

NOT  SIGN-SEV 

1 

0.1 

4 

0.4 

NOT  SIGN-PROF 

2 

0.2 

6 

0.6 

MILD-MILD 

13 

1.3 

19 

1.8 

MILD-MOD 

12 

1.2 

31 

3.0 

MILD-SEV 

j. 

0.1 

32 

3.1 

MILD-PROF 

n 

0.2 

34 

3.3 

MILD-UNSPEC 

2 

0.2 

36 

3.5 

MOD-NOT  SIGN 

1 

0.1 

37 

3.6 

MOD-MILD 

15 

1.5 

52 

5.0 

MOD-MOD 

53 

5.1 

105 

10.2 

MOD-SEV 

22 

2.1 

127 

12.3 

MOD-PROF 

9 

0.9 

136 

13.2 

MOD-UNSPEC 

6 

C.6 

142 

13.3 

SEV-MILD 

14 

1.4 

156 

15.1 

StV-MOD 

51 

4.9 

207 

20.1 

SEV-SEV 

144 

14.0 

351 

34.0 

SEV-PROF 

41 

4.0 

392 

38.0 

SEV-UNSPEC 

11 

1.1 

403 

39.1 

PROF-MOD 

5 

0.5 

408 

39.6 

PROF-SEV 

75 

7.3 

433 

46.8 

PROF-PRCF 

542 

52.6 

10  25 

99.4 

UNSPEC-NOT  SIGN 

6 

0.6 

1031 

100.0 
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TABLE  4 - BY  FACILITY  - FYS5 
FREQ  DISTRIBUTION  OF  I Q-ADAPT I Vc  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY=WESTERN|  CAROLINA 


CUMULATIVE  CUMULATIVE 


IQ 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

MILD 

10 

2.1 

10 

2.1 

MODERATE 

48 

10.2 

53 

12.3 

SEVERE 

136 

23.9 

194 

41.2 

PROFOUND 

277 

58.8 

471 

100.0 

AB 

ADAPTIVE 

FREQUENCY 

BEHAVIOR 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

MILD 

10 

2.1 

10 

2.1 

MODERATE 

61 

13.0 

71 

15.1 

SEVERE 

122 

25.9 

193 

41.0 

PROFOUND 

276 

53.6 

469 

99.6 

UNSPECIFIED 

2 

0.4 

471 

100.0 

COMBINED 

IQ  AND  AB 

LEVEL 

CUMULATIVE 

CUMULATIVE 

LEVEL 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

• 

4 

• 

• 

• 

MILD-MILD 

7 

1.5 

7 

1.5 

MILD-MOD 

—i 

<L 

0.4 

9 

1.9 

MILD-SEV 

1 

0.2 

10 

2.1 

MOD- MILD 

2 

0.4 

12 

2.5 

MOD- MOD 

42 

3.9 

54 

11.5 

MOD-SEV 

4 

0.3 

53 

12.3 

SEV-MILD 

1 

0.2 

59 

12.5 

SEV-MOD 

17 

3.6 

76 

16.1 

SEV-SEV 

10  3 

21.9 

179 

38.0 

SEV-PROF 

15 

3.2 

194 

41.2 

PR3F-SEV 

14 

3.0 

208 

44.2 

PROF-PROF 

261 

55.4 

469 

99.6 

UNSPEC-NOT  SIGN 

L 

0.4 

471 

100.0 

-24- 


' 


TABLE  5-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY85-FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF 


ADDITIONAL  DISABILITIES  AMONG  MENTAL  R 

CENTER  RESIDENTS 

ETARDATION 

CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

1932 

1079 

• 

100.0 

• 

1079 

• 

100.0 

EPILE 

PSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2421 

590 

• 

100.0 

• 

590 

• 

100. c 

AUTISM 

AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2933 

23 

• 

100.0 

• 

23 

• 

100.0 

OTHER 

NEUROLOGICAL  DISORDERS 

OTH 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2941 

70 

• 

100.3 

• 

70 

• 

100.0 

AM3ULATION 


CUMULATIVE  CUMULATIVE 


AMBU 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

52 

• 

• 

• 

AMBULATORY 

2075 

70.1 

20  75 

70.1 

NON  AM5UL  MOBILE 

293 

9.9 

2368 

80.0 

NON  AMBUL  NON  MO 

591 

20. 0 

2959 

100.0 
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TABLE  5- TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY85-FR  EQUENC Y DISTRIBUTION  OF  INCIDENCE  OF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 


ISS 

IMPAIRMENT  OF  SPECIAL  SENSES 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

52 

• 

• 

• 

NO  SENSORY  IMPAI 

2133 

72.1 

2133 

72.1 

DEAF 

45 

1.5 

2173 

73.6 

HEARING  HANDICAP 

131 

4.4 

2309 

78.0 

BLIND 

229 

7.7 

2538 

85.8 

VISUAL  HANDICAP 

250 

S . 4 

2788 

94.2 

DEAF  BLIND 

33 

1.1 

2321 

95.3 

BLIND  AND  HEARIN 

39 

1.3 

2860 

96.7 

DEAF  AND  VISUAL 

7 

0.2 

2867 

96.9 

HEARING  AND  VISU 

26 

0.9 

2393 

97.8 

OTHER  IMPAIRMENT 

66 

2.2 

2959 

100.0 

DFE 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

52 

• 

• 

• 

NO  DISORDER 

697 

23.6 

697 

23.6 

NO  SPEECH 

1364 

46.1 

2061 

69.7 

MOTOR  DISORDER  S 

342 

11.6 

2403 

81.2 

PERCEPTUAL  DISOR 

31 

1.0 

2434 

82.3 

MIXED  OTHER 

525 

17.7 

2959 

100.0 

PI 

PSYCHIATRIC 
FREQUENCY  P 

IMPAIRMENT 

CUMULATIVE 
ERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

5 2 

• 

• 

• 

NG  PSYCHIATRIC  I 

24S6 

34*0 

2436 

84.0 

PSYCHOSES 

140 

4.7 

2626 

88.7 

NEUROSES 

11 

0.4 

2637 

39.1 

CHARACTER  DISORD 

81 

2.7 

2718 

91.9 

PSYCHOPHYSIO  DIS 

2 5 

0.3 

2743 

92.7 

OTHER  PSYCH IATR I 

216 

7.3 

2959 

100.0 

-26- 
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TABLE  5-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY8 5- FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 


NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR  /] 


ADDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

342 

11.4 

342 

11.4 

1 

736 

24.4 

1078 

35.8 

2 

857 

28.5 

1935 

64.3 

3 

639 

21.2 

2574 

35.5 

4 

349 

11.6 

2923 

97.1 

5 

79 

2.6 

3002 

99.7 

6 

9 

0.3 

3011 

100.0 

/ 1 Mean  Number  of  Additional  Disabilities  2.0 
Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC ILITY=BLACK  MOUNTAIN 


CP 

FREQUENCY 

CEREBRAL 

PERCENT 

PALSY 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

95 

• 

• 

• 

YES 

24 

100.0 

24 

100.0 

EPILEPSY 


EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

75 

• 

• 

• 

YES 

44 

100.0 

44 

100.0 

AUTISM 


AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

118 

• 

• 

• 

YES 

1 

100.0 

1 

100.0 

OTHER 

NEUROLOGICAL  DISORDERS 

OTH 

FREQUENCY 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

117 

2 

• • 

100.0  2 

• 

100.0 

AMBULATION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

AMBULATORY 

45 

37.8 

45 

37.8 

NON  AMBUL  MOBILE 

31 

26.1 

76 

63.9 

NON  AMBUL  NON  MO 

43 

36.1 

119 

100.0 

-28- 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC ILITY=BLACK  MOUNTAIN 


IMPAIRMENT  OF  SPECIAL  SENSES 


ISS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO  SENSORY  IMPAI 

62 

52.1 

62 

52.1 

DEAF 

4 

3*4 

66 

55.5 

HEARING  HANDICAP 

7 

5.9 

73 

61.3 

BLIND 

11 

9.2 

34 

70.6 

VISUAL  HANDICAP 

21 

17.6 

105 

88.2 

DEAF  BLIND 

3 

2.5 

108 

90.8 

BLIND  AND  HEARIN 

1 

0.8 

109 

91.6 

DEAF  AND  VISUAL 

1 

0.8 

110 

92.4 

HEARING  AND  VISU 

7 

5.9 

117 

98.3 

OTHER  IMPAIRMENT 

2 

1.7 

119 

100.0 

DISORDER  OF 

PERCEPT 

EXPRESS 

CUMULATIVE 

CUMULATIVE 

DPE 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NO  DISORDER 

21 

17.6 

21 

17.6 

NO  SPEECH 

74 

62.2 

95 

79.8 

MOTOR  DISORDER  S 

13 

10.9 

108 

90.8 

PERCEPTUAL  DISOR 

2 

1.7 

110 

92.4 

MIXED  OTHER 

9 

7.6 

119 

100.0 

PI 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO  PSYCHIATRIC  I 

112 

94.1 

112 

94.1 

PSYCHOSES 

1 

0.3 

113 

95.0 

NEUROSES 

2 

1.7 

115 

96.6 

PSYCHOPHYSIO  DIS 

1 

0.8 

116 

97.5 

OTHER  PSYCHIATRI 

3 

2.5 

119 

100.0 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=BLACK  MOUNTAIN 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR  /] 


CUMULATIVE  CUMULATIVE 


ADDIS 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

0 

3 

6.7 

8 

6.7 

1 

15 

12.6 

23 

19.3 

2 

31 

26.1 

54 

4 5.4 

3 

35 

29.4 

89 

74.8 

A 

26 

21.  e 

115 

96.6 

5 

3 

2.5 

118 

99.2 

6 

1 

0.3 

119 

100.0 

Mean 

Number 

of 

Add i t i ona 1 

Di sabi 1 i t ies 

2.5 

Mean 

Number 

of 

Add i t i ona 1 

D i sab i 1 i t i es 

3-0 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  I LIT Y=MURDOCH 

CEREBRAL  PALSY 

CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO  5?.  8 • • • 

YES  295  100.0  295  100.0 


EPILEPSY 


EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

530 

• 

• 

• 

YES 

2°3 

100.0 

293 

100.0 

AUTISM 

CUMULATIVE  CUMULATIVE 

AUT  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO  3 22 

YES  1 100.0  1 100. C 


OTHER  NEUROLOGICAL  DISORDERS 


CUMULATIVE  CUMULATIVE 

OTH  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO  823 


AMBULATION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

30 

• 

• 

• 

AMBULATORY 

579 

73.0 

579 

73.0 

NON  AMBUL  MOBILE 

71 

9.0 

650 

82.0 

NON  AMBUL  NON  MO 

143 

18.0 

793 

100.0 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=MURDOCH 


ISS 

IMPAIRMENT  OF  SPECIAL 
FREQUENCY  PERCENT 

. SENSES 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

30 

• 

• 

• 

NO  SENSORY  IMPAI 

587 

74.0 

587 

74.0 

DEAF 

13 

1.5 

599 

75.5 

HEARING  HANDICAP 

25 

3.2 

624 

78.7 

BLIND 

6A 

8.1 

688 

86.8 

VISUAL  HANDICAP 

65 

8.2 

753 

95.0 

DEAF  BLIND 

6 

0.8 

759 

95.7 

BLIND  AND  HEARIN 

14 

1.3 

773 

97.5 

HEARING  AND  VISU 

5 

C • 6 

778 

98.1 

OTHER  IMPAIRMENT 

15 

1.9 

793 

100.0 

DPE 

DISORDER  OF 
FREQUENCY 

PERCEPT 

PERCENT 

EXPRESS 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

3C 

• 

• 

• 

NO  DISORDER 

184 

23.2 

184 

23.2 

NO  SPEECH 

355 

44*3 

539 

68.0 

MOTOR  DISORDER  S 

116 

14.6 

655 

82.6 

PERCEPTUAL  DISOR 

8 

1.0 

663 

63.6 

MIXED  OTHER 

130 

16.4 

793 

100.0 

PI 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

30 

• 

• 

• 

NO  PSYCHIATRIC  I 

653 

82.3 

653 

82.3 

PSYCHOSES 

53 

6.7 

706 

89.0 

NEUROSES 

7 

0.9 

713 

39.9 

CHARACTER  DISORD 

0.3 

715 

90.2 

PSYCHOPHYSIO  DIS 

3 

0.4 

715 

90.5 

OTHER  PSYCHI ATRI 

75 

9.5 

793 

100.0 

-32- 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


ADDIS 


F AC  I LIT Y=MURDOCH 


NUMBER  OF  DISABILITIES 
FREQUENCY  PERCENT 

IN  ADDITION 

CUMULATIVE 

FREQUENCY 

TO  MR  /1_ 

CUMULATIVE 

PERCENT 

93 

11.3 

93 

11.3 

201 

24.  4 

294 

35.7 

231 

28.1 

525 

63*8 

139 

16.9 

664 

80.7 

117 

14.2 

781 

94.9 

42 

5.1 

923 

100.0 

2.1 


Mean  Number  of  Additional  Disabilities 
Median  Number  of  Additional  Disabilities 


2.0 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OR  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILlTY=OBERRY 

CEREBRAL  PALSY 

CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO 

275 

• 

• 

• 

YES 

274 

100.0 

274 

100.0 

EPILEPSY 

EPI 

frequency 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

522 

27 

• • 

100.0  27 

• 

100.0 

AUTISM 


AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

549 

OTHER 

• • 

NEUROLOGICAL  DISORDERS 
CUMULATIVE 

• 

CUMULATIVE 

CTH 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NO 

544 

• 

• 

• 

YES 

5 

100.0 

5 

100.0 

AMBULATION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

AMBULATORY 

352 

64.6 

352 

64.6 

NON  AM3UL  MOBILE 

54 

9.9 

406 

74.5 

NON  AMBUL  NON  MO 

139 

25.5 

545 

1C0.0 

3^- 
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TABLE  5 - BY 
FREQ  DISTRIBUTION  OF 
DISABILITIES  AMONG  MENTAL 


FACILITY  - FY85 
INCIDENCE  OF  ADDITIONAL 
RETARDATION  CENTER  RESIDENTS 


FACT  LITY=08EPRY 


ISS 

IMPAIRMENT  OF  SPECIAL 
FREQUENCY  PERCENT 

SENSES 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

NO  SENSORY  IMPAI 

379 

69.5 

379 

69.5 

DEAF 

2 

0.4 

381 

69. R 

HEARING  HANDICAP 

56 

10.3 

437 

80.2 

BLIND 

86 

15.8 

523 

96.0 

VISUAL  HANDICAP 

6 

1.1 

529 

97.1 

DEAF  BLIND 

2 

0.4 

531 

97.4 

BLIND  AND  HEARIN 

10 

1*3 

541 

99.3 

OTHER  IMPAIRMENT 

4 

0.7 

545 

100.0 

DPE 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

NO  DISORDER 

24 

4.4 

24 

4.4 

NO  SPEECH 

375 

68.8 

399 

73.2 

MOTOR  DISORDER  S 

101 

18.5 

500 

91.7 

PERCEPTUAL  DISOR 

3 

0.6 

503 

92.3 

MIXED  OTHER 

42 

7.7 

545 

100.0 

PI 

PSYCH IATR I 
FREQUENCY 

C IMPAIRMENT 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 
PEP  C ENT 

NOT  STATED 

4 

• 

• 

• 

NO  PSYCHIATRIC  I 

399 

73.2 

399 

73.2 

PSYCHOSES 

24 

4.4 

423 

77.6 

NEUROSES 

1 

0.2 

424 

77.8 

CHARACTER  DISORD 

61 

11.2 

485 

89.0 

PSYCHOPHYSIO  DIS 

7 

1.3 

492 

90.3 

OTHER  PS YCHIATRI 

53 

9.7 

545 

100.0 

-35- 
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TABLE  5 - BY  FACILITY  - FYS5 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  I LIT Y=0 BERRY 


NUMBER  OF  DISABILITIES 
ADDIS  FREQUENCY  PERCENT 

IN  ADDITION 

CUMULATIVE 

FREQUENCY 

TO  MR  n_ 

CUMULATIVE 

PERCENT 

0 

10 

1.3 

1C 

1.8 

1 

90 

16.  A 

100 

18.2 

"> 

b. 

200 

3 6 . A 

300 

5 A • 6 

3 

163 

29.7 

Af  3 

3 A.  3 

A 

78 

1A.  2 

5 Al 

93.5 

5 

7 

1.3 

5A8 

99.8 

6 

1 

0.2 

5A9 

100.0 

Mean  Number  of  Additional  Disabilities  2. A 
Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 - BY  FACILITY  - FY95 
FREQ  DISTRIBUTION  OF  INCIDENCE  OR  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=CASWELL 

CEREBRAL  PALSY 

CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO 

733 

• 

• 

• 

YES 

307 

100.0 

3C7 

100.0 

EPIL 

EPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

851 

194 

• 

100.0 

• 

194 

• 

100.0 

AUTISM 

AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

MO 

YES 

1031 

14 

• 

100.0 

• 

14 

• 

100.0 

OTHER 

NEUPOLOG 

ICAL  DISORDERS 

C'TH 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

993 

53 

• 

100.0 

• 

52 

• 

100.0 

AMBULATION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

AMBULATORY 

796 

77.2 

796 

77.2 

NON  AM5UL  MOBILE 

101 

9.8 

897 

37.0 

NON  AMBUL  NON  MO 

134 

13.0 

1031 

100.0 

-37- 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  I LIT Y=C AS WELL 

IMPAIRMENT  OF  SPECIAL  SENSES 


CUMULATIVE  CUMULATIVE 


ISS 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

NO  SENSORY  IMPAI 

765 

74.2 

765 

74.2 

DEAF 

1? 

1.8 

784 

76.0 

HEARING  HANDICAP 

24 

2.3 

8 08 

78.4 

BLIND 

32 

3.1 

840 

81.5 

VISUAL  HANDICAP 

117 

11.3 

957 

92.8 

DEAF  BLIND 

11 

1.1 

968 

93.9 

BLIND  AND  HEARIN 

6 

0.6 

974 

94.5 

DEAF  AND  VISUAL 

£ 

0.5 

979 

95.0 

HEARING  AND  VISU 

1C 

1.0 

939 

95.9 

OTHER  IMPAIRMENT 

42 

4.1 

1031 

100.  C 

DPE 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

NO  DISORDER 

328 

31.8 

328 

31*8 

NO  SPEECH 

309 

30.0 

637 

61.8 

MOTOR  DISORDER  S 

94 

9.1 

731 

70.9 

PERCEPTUAL  DISOR 

3 

o.s 

739 

71.7 

MIXED  OTHER 

292 

28.3 

1031 

100.0 

PI 

PSYCHIATR 

FREQUENCY 

IC  IMPAIRMENT 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

NO  PSYCHIATRIC  I 

919 

69.1 

919 

89.1 

PSYCHOSES 

41 

4*0 

960 

93.1 

CHARACTER  DISORD 

11 

1.1 

971 

94.2 

PSYCHOPHYSIO  DIS 

0.5 

976 

94.7 

OTHER  PSYCHIATRI 

55 

5.3 

1031 

100.0 

-38- 
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TABLE  5 - BY  FACILITY  - FY35 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=CASWELL 


NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR  /] 


ADDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

172 

16.5 

172 

16.5 

1 

301 

28.3 

473 

45.3 

2 

276 

26.4 

749 

71.7 

3 

191 

18.3 

9A0 

90.0 

4 

73 

7.0 

1013 

96.9 

5 

27 

2.6 

1040 

99.5 

6 

5 

0.5 

1045 

100.0 

Mean  Number  of  Additional  Disabilities  1.8 

Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  0*=  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=WESTERN  CAROLINA 


CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

296 

179 

• 

100.0 

• 

179 

• 

100.0 

EPILE 

PSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

443 

32 

• 

100.0 

• 

32 

• 

100.0 

AUTISM 

AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

463 

12 

• 

100.3 

• 

12 

• 

100.0 

OTHER 

NEUROLOGICAL  DISORDERS 

OTH 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

464 

11 

• 

100.0 

• 

11 

• 

130.0 

AMBULATION 


CUMULATIVE  CUMULATIVE 


AMBU 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

AMBULATORY 

303 

64.3 

303 

64.3 

NON  AM5UL  MOBILE 

36 

7.6 

339 

72.0 

NON  AMBUL  NON  MO 

132 

28.0 

471 

100.0 
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TABLE 

5 - BY 

FACILITY 

- CY85 

FREQ  DISTRIBUTION  OF 

INCIDENCE 

0^  ADDITIONAL 

DISABILITIES 

AMONG 

MENTAL 

RETARDATION  CENTER 

RESIDENTS 

FAC  I LI TY= WE  STERN  CAROLINA 

IMPAIRMENT  OF 

SPECIAL 

SENSES 

CUMULATIVE 

CUMULATIVE 

ISS 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

NO  SENSORY  IMPAl 

340 

72.2 

340 

72.2 

DEAF 

8 

1.7 

348 

73.9 

HEARING  HANDICAP 

19 

4.0 

367 

77.9 

BLIND 

36 

7.6 

403 

35.6 

VISUAL  HANDICAP 

41 

3.7 

444 

94.3 

DEAP  BLIND 

11 

2.3 

455 

96.6 

BLIND  AND  HEARIN 

8 

1.7 

463 

9 3.3 

DEAF  AND  VISUAL 

1 

0.2 

464 

98.5 

HEARING  AND  VISU 

4 

0.5 

463 

99.4 

OTHER  IMPAIRMENT 

3 

0.6 

471 

100.0 

DPE 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

NO  DISORDER 

140 

29.7 

140 

29.7 

NO  SPEECH 

251 

53.3 

391 

83.0 

MOTOR  DISORDER  S 

18 

3.8 

40  9 

86.8 

PERCEPTUAL  DISOR 

10 

2.1 

419 

89.0 

MIXED  OTHER 

52 

11.0 

471 

100.0 

PI 

PSYCHIATR 

FREQUENCY 

IC  IMPAIRMENT 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

4 

• 

• 

• 

NO  PSYCHIATRIC  I 

403 

85.6 

40  3 

85.6 

PSYCHOSES 

21 

4.5 

424 

90. 0 

NEUROSES 

1 

0.2 

425 

90.2 

CHARACTER  DISORD 

7 

1.5 

432 

91.7 

PSYCHOPHYSIO  DIS 

9 

1.9 

441 

93.6 

OTHER  PSYCHIATRI 

30 

6*4 

471 

100.0 
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TABLE  5 - BY  FACILITY  - FY85 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  ILITY= WE  STERN  CAROLINA 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR  /I 


ADDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

59 

12.4 

59 

12.4 

I 

129 

27.2 

188 

39.6 

2 

119 

25.1 

307 

64.6 

3 

111 

23.4 

418 

88.0 

4 

55 

11.6 

473 

99.6 

6 

2 

0.4 

475 

100.0 

/J_  Mean  Number  of  Additional  Disabilities  1.9 

Median  Number  of  Additional  Disabilities  2.0 
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This  is  a Mental  Health  Client  Information  annual  report  on  the 
resident  population  of  the  State  Mental  Retardation  Centers  produced 
from  the  annual  resident  population  and  on-leaves. 

This  report  presents  selected  characteristics  of  the  resident  and 

on-leave  population  at  each  of  the  five  North  Carolina  Centers 

for  the  Mentally  Retarded  on  June  30,  1986.  Frequency,  percentage 

and  cummulative  /I  distributions  are  provided  for  age,  race,  and 

sex  groups,  age  at  admission,  length  of  stay  categories,  level 

of  IQ  and  adaptive  behavior  impairments,  and  the  incidence  of  disabilities 

in  addition  to  mental  retardation.  Resident  population  trends 

for  the  past  fifteen  fiscal  years  are  presented  in  a graph  under 

Table  I. 

Some  of  the  key  points  of  the  report  are: 

-There  has  been  a 39  percent  decrease  in  the  resident  and  On-leave 
population  from  June  30,  1972  to  June  30,  1986. 

-In  FY1986  nearly  60  percent  of  the  residents  were  under  35  years  old. 

-For  the  population  in  residence  in  FY1986  44  percent  were  admitted 
between  the  age  of  6 and  12  years  old. 

-The  mean  length  of  stay  for  the  resident  population  on  June  30,  1986 
was  18.6  years.  The  median  was  19.2  years. 

-Over  61  percent  of  the  residents  were  profoundly  impaired  in  both 
intellectual  functioning  and  adaptive  behavior. 

-The  mean  number  of  disabilities  in  addition  to  mental  retardation 
among  the  resident  population  was  2.1 


/I  Frequency  and  percentage  distributions  based  on  successive 
additions . 
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PROFILE  SUMMARY 


RESIDENT  POPULATION  TRENDS 

On  June  30,  1986  the  resident  and  on- leave  population  at  the  five 
State  Mental  Retardation  Centers  totaled  2,889  persons.  This  represents 
a 39  percent  decline  from  the  end  of  fiscal  year  1972  when  the 
resident  and  on-leave  population  was  4,709  persons. 

Over  the  past  fifteen  fiscal  years  the  resident  population  at  each 
of  the  state  facilities  for  the  mentally  retarded  has  declined. 

Although  Western  Carolina  Center  experienced  periods  of  population 
growth  during  the  late  1970's  and  early  1980's  they,  like  all  the 
MFC's,  have  had  a general  decline  in  numbers  of  residents  since 
peaking  in  1971. 


AGE  - RACE  - SEX 


Breakdowns  on  the  demographic  variables  of  age,  race,  and  sex  are 
shown  in  Table  2.  Nearly  60  percent  (1,638)  of  the  residents  at 
the  five  State  Mental  Retardation  Centers  were  under  35  years  of 
age.  The  mean  age  for  the  2,889  residents  at  the  five  North  Carolina 
Centers  for  the  Mentally  Retarded  was  35  years. 

The  resident  and  on-leave  population  on  June  30,  1986  was  approximately 
70  percent  (2,036)  white  and  30  percent  (853)  non-white.  Males 
accounted  for  57  percent  (1,651)  of  the  resident  population,  while 
females  accounted  for  43  percent  (1,238)  of  the  resident  population. 


AGE  AT  ADMISSION  - LENGTH  OF  STAY 

Data  are  presented  in  Table  3 on  admission  characteristics.  Over 
46  percent  (1,271)  of  the  2,889  residents  at  the  State's  Mental 
Retardation  Centers  were  admitted  between  the  age  of  6 and  12  years 
old.  The  mean  admission  age  for  residents  was  16.8  years  while 
the  median  /I  age  of  admissions  was  13  years  old. 

The  mean  length  of  stay  for  the  resident  and  on-leave  population 
on  June  30,  1986  was  18.6  years.  The  median  length  of  stay  was 
19.2  years.  The  variable,  length  of  stay,  is  based  upon  the  number 
of  days  between  a person's  admission  date  and  the  date  of  the  close 
of  the  fiscal  year  being  reported  upon.  For  presentation  in  this 
report  length  of  stay  is  grouped  into  sub-categories  of  months 
and  years. 


/I  If  the  observations  are  ranked  in  order  from  smallest  to  largest, 
the  median  if  defined  as  the  middle  observation. 
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IQ  - ADAPTIVE  BEHAVIOR  LEVELS 


Table  4 provides  data  and  IQ  and  adaptive  behavior  (AB)  levels. 

The  greatest  percentage  (69  percent)  of  residents  at  the  MR  Centers 
were  profoundly  impaired  in  intellectual  functioning  and  67  percent 
were  profoundly  impaired  in  adaptive  behavior. 

When  IQ  and  AB  levels  were  combined  almost  76  percent  (2,177)  of 
the  residents  functioned  at  either  the  profound/profound  impairment 
level  or  the  severe/severe  impairment  level. 


ADDITIONAL  DISABILITIES 

Almost  90  percent  (2,592)  of  the  residents  of  the  mental  retardation 
centers  had  disabilities  in  addition  to  mental  retardation.  Data 
presented  in  Table  5 details  the  incidence  of  additional  disabilities 
among  the  resident  population  at  the  close  of  fiscal  year  1986. 

The  most  frequently  occurring  neurological  disorder  was  cerebral 
palsy,  followed  by  epilepsy.  Almost  20  percent  (584)  of  the  residents 
had  epilepsy,  while  36  percent  (1,035)  had  cerebral  palsy. 

Approximately  30  percent  (838)  of  the  resident  and  on-leave  population 
had  ambulatory  problems.  Among  these  residents,  34  percent  were 
non-ambulatory  mobile  and  66  percent  were  non-ambulatory,  non-mobile. 

More  than  25  percent  (726)  of  the  resident  and  on-leave  population 
had  some  type  of  visual  or  hearing  impairment.  Seventy-five  percent 
(2,187)  of  the  residents  at  the  mental  retardation  centers  had 
a disorder  of  perception  and  expression,  with  "no  speech"  being 
the  most  prevalent  disorder.  When  cross  tabulations  were  performed 
on  the  variable,  "visual  or  hearing  impairment",  and  the  variable, 
"disorders  of  perception  and  expression",  it  was  found  that  23 
percent  (659)  of  the  mental  retardation  center  residents  had  both 
a visual  or  hearing  impairment  and  a disorder  of  perception  and 
expression . 

Nearly  17  percent  (480)  of  the  resident  and  on-leave  population 
had  some  type  of  psychiatric  impairment.  Character  disorders  (3 
percent)  and  psychoses  (5  percent)  were  the  most  frequently  occurring 
disorders . 

Among  the  resident  population  additional  disabilities  ranged  from 
0 to  6 , with  a mean  of  2.1.  The  number  of  additional  disabilities 
were  calcuated  by  totaling  the  incidence  of  epilepsy,  cerebral 
palsy,  autism,  other  neurological  disorders,  non-ambulation,  sensory 
impairment,  disorders  of  perception  and  expression  and  psychiatric 
impairment . 
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TABLE  1 


.ES  POP 


NORTH  CAROLINA  MENTAL  RETARDATION  CENTERS 
RESIDENT  POPULATION  FY72  TO  FY86 
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TABLE  2- TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY 86- FREQUENCY  DISIRIBLTIGN  OF  AGE-RACE-SEX 

AGE  GROUP n 

CUMULATIVE  CUMULATIVE 

AGEGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


6 TO  12  YEARS 
13  TO  17  YEARS 
18  TO  20  YEARS 
21  TO  24  YEARS 
25  TO  34  YEARS 
35  TO  44  YEARS 
45  TO  54  YEARS 
55  TO  64  YEARS 
65  AND  OLDER 


14 

C.5 

84 

2.9 

123 

4.3 

364 

12.6 

1053 

36.4 

719 

24.  9 

292 

10.1 

139 

4.  8 

1C1 

3.5 

14 

0.5 

98 

3.4 

221 

7.6 

585 

20.2 

1638 

56.7 

2357 

81  .6 

2649 

91.7 

2788 

96.5 

2889 

100.0 

CUMULATIVE  CUMULATIVE 

RACE  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


I 

N 

U 

w 


CUMULATIVE  CUMULATIVE 

SEX  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


1 

O.C 

1 

0 .0 

841 

29.1 

842 

29  .1 

11 

0.4 

853 

29.5 

2036 

70.5 

2889 

100  .0 

F 123  8 42.9  1238  42.9 

M 1651  57.1  2889  100.0 


/I  Mean  Age  (Yrs.)  34.8 

Median  Age  (Yrs.)  33.0 
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TABLE  2 - BY  FACILITY  - FY86 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACILI TY^BLACK  MOUNTAIN 

AGE  GROUP  /i 


AGEGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULAT  IV  E 
PERCENT 

6 TO  12  YEARS 

5 

4.3 

5 

4.3 

13  TO  17  YEARS 

9 

7.7 

14 

12.0 

18  TO  20  YEARS 

4 

3.4 

18 

15.4 

21  TO  2 4 YEARS 

11 

5.4 

29 

24  .8 

25  TO  34  YEARS 

37 

31.6 

66 

56.4 

35  TO  44  YEARS 

25 

24.  8 

95 

81.2 

45  TO  54  YEARS 

1C 

8.5 

105 

89.7 

55  TO  64  YEARS 

€ 

6.  8 

113 

96  .6 

65  ANO  OLOER 

4 

3.4 

117 

100  .0 

RACE 

FREQUENCY 

PERCENT 

CUMULATI VE 
FREQUENCY 

CUMULATIVE 

PERCENT 

N 

5 

7.7 

9 

7.7 

W 

1C  8 

92.3 

117 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATI  VE 
FREQUENCY 

CUMULAT  IVE 
PERCENT 

F 

56 

47.9 

56 

47.9 

M 

61 

52.1 

117 

100  .0 

/I  Mean  Age  (Yrs.) 


33.5 


Median  Age  (Yrs, ) 


32.0 


TABLE  2 - BY  FACILITY  - FY86 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACI LI TY=MUROGCH 

AGE  GROUP  /I 


AGEGRP 


CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 


CUMULAT  IVE 
PERCENT 


6 TO  12  YEARS 

1 

C.l 

1 

0.1 

12  TO  17  YEARS 

19 

2.4 

20 

2.6 

18  TO  2C  YEARS 

29 

3.7 

49 

6.3 

21  TO  24  YEARS 

87 

11.2 

136 

17.4 

25  TO  34  YEARS 

301 

3 8.6 

43  7 

56  .0 

35  TO  44  YEARS 

204 

26.2 

641 

82.2 

45  TO  54  YEARS 

72 

5.2 

713 

9 1.4 

55  TO  64  YEARS 

49 

6.3 

762 

97  .7 

65  AND  OLDER 

18 

2.3 

780 

100  .0 

RACE 

FREQUENCY 

PERCENT 

CUMUL ATI VE 
FREQUENCY 

CUMULATIVE 

PERCENT 

N 

213 

27.3 

213 

27.3 

W 

567 

72.7 

780 

100.0 

SEX  FREQUENCY 


CUMULATIVE 
PERCENT  FREQUENCY 


CUMULATIVE 

PERCENT 


F 

M 


232  42.6 

448  57.4 


332  42.6 

780  100.0 


/I  Mean  Age  (Yrs.) 


34.9 


Median  Age  (Yrs.) 


33.0 


TABLE  2 - BY  FACILITY  - FY86 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACI  LI  TY=CBERRY 

AGE  GROUP /I 


CUMULATIVE  CUMULATIVE 

AGEGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


13  TO  17  YEARS 

9 

1.  8 

9 

1.8 

18  TO  20  YEARS 

21 

4.2 

30 

6.0 

21  TO  24  YEARS 

75 

14.9 

105 

20  .9 

25  TO  34  YEARS 

196 

3 9.  0 

301 

59  .8 

35  TO  44  YEARS 

134 

2 6.6 

43  5 

86.5 

45  TO  54  YEARS 

49 

9.  7 

484 

96.2 

55  TO  64  YEARS 

12 

2.4 

496 

98.6 

65  AND  OLDER 

7 

1.4 

503 

100.0 

RACE 

FREQUENCY 

PERCENT 

CUMliLATI  VE 
FREQUENCY 

CUMULATIVE 

PERCENT 

I 

1 

0.2 

1 

0 .2 

N 

203 

40.4 

204 

40  .6 

U 

8 

1.6 

212 

42.1 

w 

291 

57.9 

5 03 

100.0 

SEX 

FREQ  UENCY 

PERCE  NT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

219 

43.5 

219 

43.5 

M 

284 

56.5 

503 

100.0 

/I  Mean  Age  (Yrs.) 


33.4 


Median  Age  (Yrs.) 


33.0 
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TABLE  2 - BY  FACILITY  - FY86 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACILI  TY*CASfcELL 

AGE  GROUP /i 


AGEGRP 

FREQUE NCY 

PERCENT 

CUMUL ATI  VE 
FREQUENCY 

CUMULAT  IVE 
PERCENT 

13 

TO 

17 

YEARS 

1C 

1.0 

10 

1.0 

18 

TO 

20 

YEARS 

2 7 

2.6 

37 

3.6 

21 

TO 

24 

YEARS 

104 

1 C.2 

141 

13.8 

25 

TO 

34 

YEARS 

32C 

31.3 

461 

45.1 

35 

TO 

44 

YEARS 

277 

27.1 

73  8 

72.2 

45 

TO 

54 

YEARS 

146 

14.3 

884 

86.5 

55 

TO 

64 

YEARS 

66 

6.5 

950 

9 3.0 

65 

AN  C 

OLDER 

72 

7.  0 

1022 

100  .0 

CUMULATIVE  CUMULATIVE 

RACE  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


N 

349 

34.1 

349 

34.1 

U 

2 

0.2 

351 

34.3 

U 

671 

65.7 

1022 

100.0 

CUMULATI VE 

CUMULATIVE 

SEX 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

F 

447 

43.7 

447 

43.7 

M 

575 

56.3 

1022 

100  .0 

/I  Mean  Age  (Yrs.) 


38.7 


Median  Age  (Yrs.) 


36.0 
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TABLE  2 - BY  FACILITY  - FY86 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACILI TY*WE STERN  CAROLINA 

AGE  GROUP /i 


CUMULATIVE  CUMULATIVE 

AGEGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


6 TO  12  YEARS 

£ 

1.7 

8 

1 

13  TO  17  YEARS 

37 

7.9 

45 

9 

18  TO  20  YEARS 

42 

9.0 

87 

18 

21  TO  24  YEARS 

£7 

18.6 

174 

37 

25  TO  34  YEARS 

199 

42.6 

373 

79 

35  TO  44  YEARS 

75 

16.1 

44  8 

95 

45  TO  54  YEARS 

15 

3.2 

463 

99 

55  TO  64  YEARS 

4 

C.9 

467 

100 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

67 

14.3 

67 

14.3 

U 

1 

0.2 

68 

14.6 

W 

399 

85.4 

467 

100  .0 

SEX 

FREQUENCY 

PERCENT 

CUMULATI VE 
FREQUENCY 

CUMULATIVE 

PERCENT 

F 

184 

39.4 

184 

39  .4 

M 

283 

60.6 

467 

100.0 

/I  Mean  Age  (Yrs.) 


28.0 


Median  Age  (Yrs.) 


27.0 


TABLE  3-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDAT  ICN 
CENTERS  FY86-LENGTH  CF  STAY 
FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION 

AGE  AT  ADMISSION  /l 


AAGGRP 

FREQUE NCY 

PERCENT 

CUMLL ATI  VE 
FREQUENCY 

CUMULAT  IVE 
PERCENT 

1 TO  5 YEARS 

64 

2.2 

64 

2.2 

6 TO  12  YEARS 

12  71 

44.0 

1335 

46.2 

13  TO  17  YEARS 

564 

15.5 

1899 

65.7 

18  TO  20  YEARS 

248 

8.6 

2147 

74  .3 

21  TO  24  YEARS 

195 

6.9 

2346 

81.2 

25  Tu  34  YEARS 

251 

1C.1 

2637 

91.3 

35  TO  44  YEARS 

154 

5.3 

2791 

96.6 

45  TO  54  YEARS 

6 € 

2.4 

2859 

99.0 

55  TO  64  YEARS 

28 

1.  0 

2887 

99  .9 

65  AND  OLDER 

2 

0.1 

2889 

100.0 

STAY 

LENGTH  CF 
FREQUENCY 

STAY  AT  MR 
PERCENT 

CENTER  n 

CUNULATI VE 
FREQUENCY 

CUMULATIV 

PERCENT 

L ESS  THAN  1 MO 

23 

0.8 

23 

0.8 

1 TO  6 MONTHS 

24 

0.8 

47 

1.6 

6 TO  12  MONTHS 

25 

0.9 

72 

2.5 

1 TO  2 YESRS 

69 

2.4 

141 

4.9 

2 TO  3 YEARS 

51 

1.8 

192 

6.6 

3 TO  5 YEARS 

225 

7.8 

417 

14.4 

5 TO  10  YEARS 

189 

6.5 

606 

21.0 

10  TO  15  YEARS 

255 

1C  .2 

901 

31.2 

15  TO  20  YEARS 

617 

21.4 

1518 

52.5 

20  TO  25  YEARS 

787 

27.2 

2305 

79.8 

25  TO  30  YEARS 

300 

10.4 

2605 

90.2 

30  TO  35  YEARS 

112 

3.9 

2717 

94.0 

35  TO  40  YEARS 

€8 

3.0 

2805 

97.1 

40  TO  45  YEARS 

16 

0.6 

2821 

97.6 

45  TO  50  YEARS 

24 

0.8 

2845 

98.5 

50  TO  55  YEARS 

5 

0.3 

2854 

98.8 

55  TO  60  YEARS 

22 

0.8 

2876 

99.6 

60  OR  MORE  YEARS 

13 

0.4 

2889 

100.0 

/I  Mean  Age  at  Admission  (Yrs.)  16.8 

Median  Age  at  Admission  (Yrs.)  13.0 

/2  Mean  Length  of  Stay  (Yrs.)  18.6 

Median  Length  of  Stay  (Yrs.)  19.2 
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TABLE  3 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMISSION-LENGTH  CF  STAY 

FACILITY *BLACK  MCINTAI  N 

AGE  AT  ADMISSION /I 


CUMULATIVE  CUMULATIVE 


AAGGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

2 

1*7 

2 

1.7 

6 TG  12  YEARS 

4 

3.4 

6 

5.1 

13  TO  17  YEARS 

13 

11.1 

19 

16.2 

lfi  TG  20  YEARS 

6 

5.1 

25 

21.4 

21  TO  24  YEARS 

17 

14.5 

42 

35  .9 

25  TO  34  YEARS 

37 

31.6 

79 

67  .5 

35  TO  44  YEARS 

18 

15.4 

97 

8 2.9 

45  TO  54  YEARS 

11 

5.4 

108 

92.3 

55  TO  64  YEARS 

5 

7.7 

117 

100  .0 

STAY 

LENGTH  OF 
FREQUENCY 

STAY  AT  MR 
PERCENT 

CENTER  /2 

CUMULATIVE 

FREQUENCY 

CU  MULAT  IV 
PERCENT 

LESS 

THAN  1 MO 

1 

0.9 

1 

0.9 

1 TC 

6 MONTHS 

€ 

6.8 

9 

7.7 

6 TO 

12  MONTHS 

4 

3.4 

13 

11.1 

1 TO 

2 YESRS 

11 

9.4 

24 

20.5 

2 TO 

3 YEARS 

6 

5.  1 

30 

25.6 

3 TO 

5 YEARS 

87 

74.4 

117 

100  .0 

/I  Mean  Age  at  Admission  (Yrs.)  30.8 

Median  Age  of  Admission  (Yrs.)  29.0 

/2  Mean  Length  of  Stay  (Yrs.)  3.3 

Median  Length  of  Stay  (Yrs.)  , 4.0 
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TABLE  3 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  CF  AGE  AT  ADMISSION-LENGTH  CF  STAY 

FAC  I LI  TY  *MURDCCH 

AGE  AT  ADMISSION 


CUMULATIVE  CUMULATIVE 


A A G GRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

17 

2.2 

17 

2.2 

6 TO  12  YEARS 

352 

45.1 

369 

47.3 

13  TO  17  YEARS 

146 

18.7 

515 

66.0 

18  TO  20  YEARS 

84 

10.8 

599 

76.8 

21  TO  24  YEARS 

54 

6.5 

653 

83.7 

25  TO  34  YEARS 

85 

10.9 

73  8 

94.6 

35  TO  44  YEARS 

31 

4.0 

769 

98.6 

45  TO  54  YEARS 

5 

1.2 

77  8 

99.7 

55  TO  64  YEARS 

2 

C.3 

780 

100  .0 

STAY 

LENGTH  CF  STAY  AT  MR  CENTER 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULAT  IV 
PERCENT 

LESS 

THAN  1 MO 

1 

C.l 

1 

0.1 

1 TO 

6 MONTHS 

3 

C.4 

4 

0.5 

6 TO 

12  MONTHS 

7 

C.9 

11 

1.4 

1 TO 

2 YESRS 

11 

1.4 

22 

2.8 

2 TO 

3 YEARS 

€ 

1.  0 

30 

3.8 

3 TO 

5 YEARS 

16 

2.1 

46 

5 .9 

5 TO 

10  YEARS 

37 

4.7 

83 

10  .6 

10  TO 

15  YEARS 

56 

12.3 

179 

22.9 

15  TO 

20  YEARS 

18C 

23.1 

359 

46.0 

2G  TO 

25  YEARS 

236 

3 0.  5 

597 

76.5 

25  TO 

30  YEARS 

15C 

15.2 

74  7 

95  .8 

30  TO 

35  YEARS 

1 

0.1 

748 

95.9 

35  TO 

40  YEARS 

32 

4.1 

780 

100.0 

/I  Mean  Age  at  Admission  (Yrs.)  15.8 

Median  Age  at  Admission  (Yrs.)  13.0 

/2  Mean  Length  of  Stay  (Yrs.)  19.7 

Median  Length  of  Stay  (Yrs.)  20.8 
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TABLE  3 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMI  SSI  ON-LENGTH  CF  STAY 


FACI LI TY=CBERRY 
AGE  AT  ADMI  SSI  ON /I 

CUMULATIVE  CUMULATIVE 

AAGGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


1 TO  5 YEARS 

14 

2.  8 

14 

2.8 

6 TO  12  YEARS 

22  C 

43*  7 

234 

46.5 

13  TO  17  YEARS 

54 

18.  7 

328 

65.2 

16  TO  20  YEARS 

46 

5.1 

374 

74  .4 

21  TO  2 4 YEARS 

38 

7.6 

412 

81.9 

25  TO  34  YEARS 

44 

8.7 

456 

90.7 

35  TO  44  YEARS 

27 

5.4 

48  3 

96.0 

45  TO  54  YEARS 

1C 

2.0 

49  3 

98.0 

55  TO  64  YEARS 

8 

L.  6 

501 

99  .6 

65  AND  OLDER 

2 

0.4 

503 

100.0 

STAY 

LENGTH  OF  STAY  AT  MR  CENTER/2 

CUM  LL ATI VE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IV 
PERCENT 

LESS 

THAN  1 MO 

14 

2.8 

14 

2.8 

1 TO 

6 MONTHS 

3 

0.6 

17 

3.4 

6 TO 

12  MONTHS 

2 

C.4 

19 

3 .8 

1 TO 

2 YESRS 

15 

3.8 

38 

7.6 

2 TO 

3 YEARS 

8 

1.6 

46 

9.1 

3 TO 

5 YEARS 

1C 

2.0 

56 

11.1 

5 TO 

10  YEARS 

36 

7.6 

94 

18.7 

10  TO 

15  YEARS 

56 

11.1 

150 

29  .8 

15  TO 

20  YEARS 

124 

24.  7 

274 

54.5 

20  TO 

25  YEARS 

167 

33.2 

441 

87.7 

25  TO 

30  YEARS 

62 

12.3 

503 

100  .0 

/I  Mean  Age  at  Admission  (Yrs.)  16.9 

Median  Age  at  Admission  (Yrs.)  13.0 

/2  Mean  Length  of  Stay  (Yrs.)  17.0 

Median  Length  of  Stay  (Yrs.)  19.2 
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TABLE  3 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  AGE  AT  ADM  SSI  ON-LENGTH  OF  STAY 

FAC I LI T Y=CAS KELL 

AGE  AT  ADMISSION/1 

CUMULATIVE  CUMULATIVE 

AAGGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


1 TO  5 YEARS 

1C 

1.0 

10 

1.0 

6 TO  12  YEARS 

4 69 

47,8 

49  9 

48.8 

13  TO  17  YEARS 

187 

1 8-3 

686 

67.1 

18  TO  20  YEARS 

75 

7.3 

761 

74.5 

21  TO  24  YEARS 

6C 

5.9 

821 

80 .3 

25  TO  34  YEARS 

96 

9.4 

917 

89  .7 

35  TO  44  YEARS 

65 

6.4 

98  2 

96.1 

45  TO  54  YEARS 

31 

3.  0 

1013 

99  .1 

55  TO  64  YEARS 

9 

C.  9 

102  2 

100  .0 

STAY 

LENGTH  OF 
FREQUENCY 

STAY  AT  MR 
PERCENT 

CENTER/2 

CUMULAT  IVE 
FREQUENCY 

CU  KJ  LAT  IV 
PERCENT 

1 TO  6 MONTHS 

2 

0.2 

2 

0.2 

6 TO  12  MONTHS 

7 

0.7 

9 

0.9 

1 TO  2 YESRS 

11 

1.1 

20 

2.0 

2 TO  3 YEARS 

15 

1.5 

35 

3.4 

3 TO  5 YEARS 

88 

8.6 

123 

12.0 

5 TO  10  YEARS 

53 

5.2 

176 

17.2 

1C  TO  15  YEARS 

65 

6.4 

241 

23.6 

15  TO  20  YEARS 

1 EC 

17.6 

421 

41.2 

20  TO  25  YEARS 

262 

25.6 

683 

66.8 

25  TO  30  YEARS 

88 

8.6 

771 

75.4 

30  TO  35  YEARS 

111 

1C.  9 

882 

86.3 

35  TO  40  YEARS 

56 

5.5 

938 

9 1.8 

40  TO  45  YEARS 

16 

1.6 

954 

93.3 

45  TO  50  YEARS 

24 

2.3 

978 

95.7 

50  TO  55  YEARS 

9 

C.9 

987 

96.6 

55  TO  60  YEARS 

22 

2.2 

1009 

98.7 

60  OR  MORE  YEARS 

13 

1.3 

1022 

100.0 

/I  Mean  Age  at  Admission  (Yrs.)  16.7 

Median  Age  at  Admission  (Yrs.)  13.0 

/2  Mean  Length  of  Stay  (Yrs.)  22.5 

Median  Length  of  Stay  (Yrs.)  20.1 
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TABLE  3 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMI  SSI  CN-LENGTH  CF  STAY 


FACILITY*W£ STERN  CAROLINA 


AGE  AT  ADMISSION /l 


AAGGRP 

FREQUENCY 

PERCENT 

CUMLLATI  VE 
FREQUENCY 

CU  HU  L AT  IVE 
PERCENT 

1 TO  5 YEARS 

21 

4.5 

21 

4.5 

6 TO  12  YEARS 

2 C6 

44.1 

227 

48.6 

13  TO  17  YEARS 

124 

26.6 

351 

75.2 

16  TO  20  YEARS 

37 

7.9 

388 

83.1 

21  TO  24  YEARS 

3C 

6.4 

418 

89.5 

25  TO  34  YEARS 

2S 

6.2 

44  7 

95.7 

3 5 TO  44  YEARS 

13 

2.  8 

46  0 

98  .5 

45  TO  54  YEARS 

7 

1.5 

46  7 

100  .0 

STAY 

LENGTH  CF  STAY  AT  MR 
FREQUENCY  PERCENT 

CENTER /2 

CUMULAT IVE 
FREQUENCY 

CU  NULAT  IV 
PERCENT 

LESS 

THAN  1 MO 

7 

1.5 

7 

1.5 

1 TO 

6 MONTHS 

6 

1.7 

15 

3.2 

6 TO 

12  MONTHS 

5 

1.1 

20 

4.3 

1 TO 

2 YESRS 

17 

3.6 

37 

7.9 

2 TO 

3 YEARS 

14 

3.0 

51 

10.9 

3 TO 

5 YEARS 

24 

5.1 

75 

16.1 

5 TO 

10  YEARS 

61 

13.1 

136 

29.1 

10  TO 

15  YEARS 

78 

16.7 

214 

45.8 

15  TO 

20  YEARS 

133 

28.5 

347 

74.3 

2C  TO 

25  YEARS 

120 

25.7 

467 

100.0 

/I  Mean  Age  at  Admission  (Yrs.)  14.7 

Median  Age  at  Admission  (Yrs.)  13.0 

/2  Mean  Length  of  Stay  (Yrs.)  13.9 

Median  Length  of  Stay  (Yrs.)  16.1 


>1 
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TABLE  4-TOTAL S FOR  THE  FIVE  STATE  MENTAL  RET APCAT ICN 
CENTERS  F Y 86-FREQ  LENC  Y DISTRIBUTION  CF  I Q-ADAFT I VE 
BEHAVIOR  LEVELS-AND  COMBINED  IQ  AND 
ADAPTIVE  BEHAVIOR  LEVELS 


CUMULATIVE  CUMULATIVE 


IQ 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATEO 

18 

• 

« 

• 

NOT  SIGNIFICANT 

9 

0.3 

9 

0.3 

MILC 

54 

1.9 

63 

2.2 

MOCERATE 

216 

7.5 

279 

9.7 

SEVERE 

620 

21.6 

899 

31.3 

PROFGUNO 

1972 

68.7 

2871 

100.0 

AB 

ADAPTIVE  BEHAVICR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IV 
PERCENT 

NOT  STATED 

IE 

• 

• 

• 

NOT  SIGNIFICANT 

11 

0.4 

11 

0.4 

M 1LD 

64 

2.2 

75 

2.6 

MOCERATE 

243 

8.5 

318 

11.1 

SEVERE 

62  C 

21.6 

938 

32.7 

PROFOUND 

1 5C4 

66.3 

2842 

99.0 

UNSPECIFIED 

29 

1.0 

2871 

100  .0 
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TABLE  4-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RET ARCAT ICN 
CENTERS  FY86-FREQUENC  Y DISTRIBUTION  OF  IQ-ADAPTIVE 
BEHAVIOR  LEVELS-AND  COMBINED  IQ  AND 
ADAPTIVE  BEHAVIOR  LEVELS 

COMBINED  IQ  AND  AB  LEVEL 


CUMULATIVE  CUMULATIVE 


L EVEL 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

• 

18 

• 

• 

• 

NCT  SIGN-NOT  SIG 

4 

0.1 

4 

0.1 

NOT  SIGN-MOD 

1 

0.0 

5 

0.2 

NOT  SIGN-SEV 

1 

0.0 

6 

0.2 

NCT  SIGN-PROF 

3 

0.1 

9 

0.3 

M ILD-MILD 

26 

0.9 

35 

1.2 

M ILC-MOD 

19 

0.7 

54 

1.9 

M ILC-SEV 

4 

0.1 

58 

2.0 

MILC-PROF 

3 

0.1 

61 

2.1 

MIL  C-UN  SP  EC 

2 

0.1 

63 

2.2 

MOC-MIL  D 

18 

0.6 

81 

2.8 

MOC-MOD 

129 

4.5 

210 

7.3 

MOC-SEV 

47 

1.6 

257 

9.0 

MOC-PROF 

18 

0.6 

275 

9.6 

M Q C-  UN  SP  EC 

4 

0.1 

279 

9.  7 

SEV-NOT  SIGN 

l 

C.O 

280 

9.8 

SEV-MILD 

20 

0.7 

300 

10.4 

SEV-MOD 

83 

2.9 

383 

13.3 

SEV-SEV 

4C1 

14.0 

784 

27.3 

SEV-PRQF 

1C4 

3.6 

888 

30.9 

S E V- UN  SP  EC 

11 

0.4 

899 

31.3 

PROF-NOT  SIGN 

6 

C.2 

905 

31.5 

PROF-MOD 

11 

0.4 

916 

31.9 

PROF-SEV 

167 

5.8 

1083 

37.7 

PROF-PROF 

1776 

61.9 

2859 

99.6 

UNSPEC-NOT  SIGN 

12 

0.4 

287  1 

100.0 
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TABLE  4 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVE  LS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

F AC  I L I TY  =B  LAC  K MCLNTAI N 

CUMULATIVE  CUMULATIVE 

IQ  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NOT  STATED 

I 

m 

• 

• 

NOT  SIGNIFICANT 

2 

1.7 

2 

1.7 

M ILD 

2 

1.7 

4 

3.4 

MG C ER AT  E 

3 

2.6 

7 

6.0 

SEVERE 

IS 

16.4 

26 

22.4 

PROFOUND 

SO 

77.6 

1 16 

100.0 

AB 

ADAPTIVE  BEHAVIOR 

CUMULAT IVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IVE 
PERCENT 

NOT  STATED 

1 

• 

• 

• 

NOT  SIGNIFICANT 

3 

2.6 

3 

2.6 

MILD 

1 

0.9 

4 

3.4 

MOCERATE 

3 

2.6 

7 

6.0 

S E V ER  E 

2S 

25.0 

36 

31.0 

PROFOUND 

79 

68.1 

115 

99.1 

UNSPECIFIED 

1 

0.9 

116 

100.0 

LEVEL 

COMBINED  H 
FREQUENCY 

„ AND  AB 
PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CU  MULAT  IVE 
PERCENT 

* 

1 

• 

• 

• 

NOT  SIGN-NOT  SIG 

1 

0.9 

1 

0.9 

NOT  SIGN-PROF 

1 

0.9 

2 

1.7 

M IL  C-M  IL  D 

1 

0.9 

3 

2.6 

MILC-PRQF 

1 

0.9 

4 

3.4 

MOC-MOD 

2 

1.7 

6 

5.2 

MOC-PRQF 

1 

C.9 

7 

6.0 

c V NOT  SIGN 

1 

0.9 

8 

6.9 

SEV-SEV 

17 

14.7 

25 

21.6 

SEV-PRQF 

1 

0.9 

26 

22.4 

PROF-NOT  SIGN 

1 

0.9 

27 

23.3 

PROF-MOD 

l 

C.9 

28 

24.1 

PROF-SEV 

12 

10.3 

40 

34.5 

PROF-PROF 

75 

64.7 

1 15 

99.1 

UNSPEC-NGT  SIGN 

1 

0.9 

116 

100.0 
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TABLE  4 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-ANO 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 


FACI LI TY^MURDOCH 

CUMULATIVE  CUMULATIVE 

IQ  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NOT  STATED 

8 

• 

• 

• 

NOT  SIGNIFICANT 

1 

0.1 

1 

0.1 

MILC 

15 

1.9 

16 

2.1 

MOCERATE 

47 

6.1 

63 

8.2 

SEVERE 

151 

19.6 

214 

27.7 

PROFOUND 

558 

72.3 

772 

100.0 

AB 

ADAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

8 

• 

• 

• 

NOT  SIGNIFICANT 

5 

C.  6 

5 

0 .6 

MILD 

11 

1.4 

16 

2.1 

MOCERATE 

46 

6.0 

62 

8.0 

SEVERE 

144 

18.7 

206 

26.7 

PROFOUND 

562 

72.8 

768 

99.5 

UNSPECIFIED 

4 

0.5 

772 

100.0 

LEVEL 

COMBINED  IQ  AND  AB  LEVEL 

CUMULAT IVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IVE 
PERCENT 

• 

6 

• 

• 

• 

NOT  SIGN-NOT  SIG 

1 

0.1 

1 

0.1 

M IL  C-M  IL  D 

£ 

1.0 

9 

1.2 

MILC-MOD 

5 

C.6 

14 

1.8 

MILC-SEV 

2 

C.  3 

16 

2.1 

MOD-MILD 

2 

0.3 

18 

2.3 

MOC-MQD 

23 

3.0 

41 

5.3 

MOC-SEV 

13 

1.7 

54 

7.0 

MOC-PROF 

9 

1.2 

63 

8.2 

SEV-MILD 

1 

0.1 

64 

8.3 

SEV-MOD 

15 

1.9 

79 

10.2 

SEV-SEV 

95 

12.3 

174 

22.5 

SEV-PROF 

39 

5.1 

213 

27.6 

SEV-UNSP  EC 

1 

0.1 

214 

27.7 

PROF-NOT  SIGN 

4 

0.5 

218 

28.2 

PROF-MOD 

3 

C.4 

221 

28  .6 

PROF-SEV 

34 

4.4 

255 

33.0 

PROF-PROF 

514 

66.6 

769 

99.6 

UNSPEC-NOT  SIGN 

3 

0.4 

772 

100.0 

-20- 
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TABLE  4 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AMC 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 


FAC  I LI  TY  = CBE  RRY 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MU  LAT  IV  E 
PERCENT 

NOT  STATED 

3 

• 

• 

• 

MOCERATE 

1C 

2.0 

10 

2.0 

SEVERE 

63 

12*6 

73 

14.6 

PRO  FO  UNO 

427 

85.4 

500 

100  .0 

AB 

ADAPTIVE  BEHAVIOR 

{ 

FREQUENCY  PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MU  LAT  IV  E 
PERCENT 

NOT  STATED 

3 

• 

• 

• 

NOT  SIGNIFICANT 

1 

0.2 

1 

0.2 

MIL  C 

2 

0.4 

3 

0.6 

MOCERATE 

9 

1.8 

12 

2.4 

SEVERE 

82 

16.4 

94 

18.8 

PROFOUND 

4C6 

81.2 

500 

100.0 

LEVEL 

COMBINED 

FREQUENCY 

IQ  AND  AB 
PERCENT 

LEVEL 

CUMULAT I VE 
FREQUENCY 

CUMULAT  IV  E 
PERCENT 

• 

3 

• 

• 

• 

MOC-MOD 

4 

C.8 

4 

0.8 

MOC-SEV 

6 

1.2 

10 

2.0 

SEV-MILD 

2 

0.4 

12 

2.4 

SEV-MGO 

3 

0.6 

15 

3.0 

SEV-SEV 

44 

8.8 

59 

11.  8 

SEV-PROF 

14 

2.8 

73 

14.6 

PRCF-NOT  SIGN 

1 

0.2 

74 

14.8 

PROF-MOD 

2 

0.4 

76 

15.2 

PROf-SEV 

32 

6.4 

108 

21.6 

PROF-PROF 

3 52 

78.4 

500 

100.0 

-21- 
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TABLE  A - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  CF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-ANC 
COMBINED  IQ  ANO  ADAPTIVE  BEHAVICR  LEVELS 


FACI  LI TY-CAS VELL 


CUMULATIVE  CUMULATIVE 


IQ 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

5 

• 

• 

• 

NOT  SIGNIFICANT 

6 

0.6 

6 

0.6 

MIL  C 

29 

2.9 

35 

3.4 

MODERATE 

1C5 

10.3 

140 

13.8 

SEVERE 

253 

24.9 

393 

38.6 

PROFOUND 

624 

61.4 

1017 

100.0 

AB 

ADAPTIVE  BEHAVICR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULAT  IV 
PERCENT 

NOT  STATED 

5 

« 

• 

• 

NOT  SIGNIFICANT 

2 

0.2 

2 

0.2 

M ILD 

40 

3.9 

42 

4.1 

MODERATE 

125 

12.3 

167 

16.4 

SEVERE 

242 

23.8 

409 

40.2 

PROFOUND 

5 €6 

57.6 

995 

97.8 

UN  SPECIFIED 

22 

2.2 

1017 

100.0 

-22- 
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TABLE  4 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  I Q-AOAPTI  VE  BEHAVIOR  LEV  ELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACI LI TY=C AS  WELL 

COMBINED  IC  AND  AB  LEVEL 


CUMULATIVE  CUMULATIVE 


LEVEL 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

« 

5 

• 

• 

• 

NOT  SIGN-NOT  SIG 

2 

0.2 

2 

0.2 

NOT  SIGN-MOD 

I 

0.1 

3 

0.3 

NOT  SIGN-SEV 

1 

C.l 

4 

0.4 

NOT  SIGN-PROF 

2 

0.2 

6 

0.6 

M ILC-M  ILD 

11 

1.1 

17 

1.7 

M ILC-MOD 

13 

1.3 

30 

2.9 

MIL  C-SEV 

1 

0.1 

31 

3.0 

M ILC-PROF 

2 

0.2 

33 

3.2 

MILC-UN  SP  EC 

2 

0.2 

35 

3.4 

MOD-MILD 

14 

1.4 

49 

4.8 

MOC-MOD 

57 

5.6 

106 

10.4 

MOC-SEV 

22 

2.2 

128 

12.6 

MOC-PROF 

e 

0.8 

136 

13.4 

MOC-UN  SP  EC 

4 

C.4 

140 

13.8 

SEV-MilLD 

15 

1.5 

155 

15.2 

SEV-MOD 

49 

4.8 

204 

20.1 

SEV-SEV 

143 

14.1 

347 

34.1 

SEV-PROF 

36 

3.5 

383 

37.7 

SEV-UNSP  EC 

10 

1.0 

393 

38.6 

PROF-MOD 

5 

0.5 

398 

39 .1 

PROF-SEV 

75 

7.4 

473 

46.5 

PROF-PROF 

538 

52.9 

1011 

99.4 

UNSPEC-NOT  SIGN 

6 

0.6 

1017 

100.0 

-23- 
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TABLE  4 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-ANC 
COMBINED  IQ  A NO  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY^WE  STERN  CAROLINA 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MULAT  IV  E 
PERCENT 

NOT  STATED 

I 

• 

• 

• 

M ILD 

8 

1.7 

8 

1.7 

MOCERATE 

51 

1C.  9 

59 

12.7 

SEVERE 

134 

28.8 

193 

41.4 

PROFOUND 

273 

58.6 

466 

100.0 

AB 

ADAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IVE 
PERCENT 

NOT  STATED 

1 

• 

• 

• 

MILD 

1C 

2.1 

10 

2.1 

MODERATE 

60 

12.9 

70 

15.0 

SEVERE 

123 

26.4 

193 

41.4 

PROFOUND 

271 

58.2 

464 

99.6 

UNSPECIFIED 

2 

C.4 

466 

100.0 

L EVEL 

COMBINED  IQ  AND  A3 
FREQUENCY  PERCENT 

LEVEL 

CUMULAT IVE 
FREQUENCY 

CU  KJLAT  IVE 
PERCENT 

• 

1 

• 

• 

• 

MILC-MILD 

6 

1.3 

6 

1.3 

MILC-MOD 

1 

0.2 

7 

1.5 

MILC-SEV 

1 

0.2 

8 

1.7 

MOC-M  ILD 

2 

0.4 

10 

2.  1 

MOC-MOD 

43 

9.2 

53 

11.4 

MOC-SEV 

6 

1.3 

59 

12.7 

SEV-MILO 

2 

C.4 

61 

13.1 

SEV-MOD 

16 

3.4 

77 

16.5 

SEV-SEV 

1C2 

21.9 

179 

38.4 

SEV-PRQF 

14 

3.0 

193 

41.4 

PROF-SEV 

14 

3.0 

207 

44.4 

PROF-PROF 

257 

55.2 

464 

99.6 

UNSPEC-NOT  SIGN 

2 

0.4 

466 

100.0 

-24- 
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TABLE  5-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  F Y 66-FREQUENCY  DISTRIBUTION  CF  INCIDENCE  CF 


ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 

CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

cumulati ve 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

18  5 A 
1035 

• 

100.0 

• 

103  5 

• 

100.0 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATI VE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2305 

584 

e 

100.0 

• 

584 

• 

100  .0 

AUTI 

SM 

ALT 

FREQUENCY 

PERCE  NT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2856 

33 

100.0 

• 

33 

• 

100  .0 

OTHER 

NEURCLCGICAL  DISORDERS 

OTP 

FREQUENCY 

PERCENT 

CUMULATI VE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

28  IS 
7C 

• 

100.0 

• 

7 C 

• 

100.0 

AMBULATION 


CUMULATIVE  CUMULATIVE 


AMBU 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

18 

• 

• 

• 

AMBULATORY 

2C33 

70.8 

2033 

70.8 

NGN  AM8UL  MOBILE 

281 

S.  8 

2314 

80  .6 

NON  AMBUL  NON  MO 

557 

IS. 4 

2871 

100.0 

-25- 
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TABLE  5-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RET AFCAT ICN 
CENTERS  FY 86-FREQUENCY  DISTRIBUTION  CF  INCIDENCE  CF 
ADDITIONAL  DISABILITIES  AMCNG  MENTAL  RETARDATION 

CENTER  RESIDENTS 

IMPAIRMENT  OF  SPECIAL  SENSES 

CUMULATIVE  CUMULATIVE 

ISS  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NOT  STATED 

18 

• 

• 

• 

NO  SENSORY  IMPAI 

2 C7S 

72.4 

2079 

72.4 

DEAF 

47 

1.6 

2126 

74.1 

HEARING  HANDICAP 

118 

4.1 

2244 

78.2 

BL  INC 

220 

7.7 

2464 

85.8 

VISUAL  HANDICAP 

242 

8.4 

2706 

94.3 

DEAF  BL IND 

29 

1.0 

2735 

95.3 

BLINC  AND  hEARIN 

37 

1.3 

2772 

96.6 

DEAF  AND  VISUAL 

7 

0.2 

2779 

96.8 

HEARING  AND  VISU 

26 

0.9 

2805 

97.7 

OTHER  IMPAIRMENT 

66 

2.3 

2871 

100.0 

DP  E 

OISCRDER  OF 
FREQUENCY 

PERCEPT  E 
PERCENT 

XPRESS 

CUMULATIVE 

FREQUENCY 

CUMULAT  IV  E 
PERCENT 

NOT  STATED 

18 

• 

• 

• 

NO  DISORDER 

6 £4 

23.8 

684 

23.8 

NO  SPEECH 

1330 

46.3 

2014 

70.1 

MOTOR  DISORDER  S 

313 

10.9 

2327 

81.1 

PERCEPTUAL  DISOR 

31 

1.1 

2358 

82.  1 

MIXEC  OTHER 

513 

17.9 

2871 

100.0 

P I 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IV  E 
PERCENT 

NOT  STATED 

18 

• 

• 

• 

MO  PSYCHIATRIC  I 

2351 

83.3 

2391 

83.3 

. SYCHOSES 

133 

4.6 

2524 

87.9 

NEUROSES 

11 

0.4 

2535 

88.3 

CHARACTER  DISORD 

£1 

2.8 

2616 

9 1.1 

PSYCHQPHYSIO  DIS 

27 

0.9 

2643 

9 2.1 

OTHER  PSYCHIATRI 

22  8 

7.9 

2871 

100.0 

-26- 


TABLE  5-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RET  ARCAT I CN 
CENTERS  FY86-FREQUENCY  DISTRIBLTICN  CF  INCIDENCE  CF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RET  ARDAT ICN 

CENTER  RESIDENTS 

NUMBER  OF  DISABILITIES  IN  ADDITION  TC  MR/l 

CUMULATIVE  CUMULATIVE 

ADDIS  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


0 

257 

10.3 

257 

10 

1 

717 

24.  8 

1014 

35 

2 

835 

2 5.  C 

1853 

64 

3 

613 

21.2 

2466 

85 

4 

335 

11.7 

2 805 

97 

5 

75 

2.6 

2880 

99 

6 

5 

0.3 

2889 

100 

/I  Mean  Number  of  Additional  Disabilities 
Median  Number  of  Additional  Disabilities 


2.0 
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TABLE  5 - BY  FACILITY  - FY36 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FAC  I LI TY  =8LACK  MOUNTAIN 


CEREBRAL 

PALSY 

CUMULATI VE 

CUMULATIVE 

CP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NO 

94 

• 

• 

• 

YES 

22 

ICG.C 

23 

100  .0 

EPILEPSY 

EPI 

FREQUENCY 

CUMULATI VE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

76 

39 

• « 

1CC.0  39 

• 

100.0 

A UTI SM 

AUT 

FREQUE  NCY 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

116 

1 

• • 

100.0  1 

• 

100  .0 

OTHER 

NEURCLCGICAL  QI  SORCERS 

OTH 

FREQUENCY 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

116 

1 

• • 

ICG.C  1 

• 

100  .0 

AMBULATION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MU  LAT  IV  E 
PERCENT 

NOT 

STATED 

1 

• 

• 

• 

AMBULATORY 

49 

42.2 

49 

42.2 

NON 

AMBUL  MOBILE 

31 

26.7 

80 

69.0 

NON 

AMBUL  NON  MO 

36 

31.0 

116 

100.0 

-28- 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  GF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY^  LACK  MOUNTAIN 


ISS 

IMPAIRMENT  OF  SPECIAL 
FREQUENCY  PERCENT 

. SENSES 

CUMULAT IVE 
FREQUENCY 

CU  MULAT  IVE 
PERCENT 

NOT  STATED 

I 

• 

• 

• 

NO  SENSORY  IMPAI 

66 

56.9 

66 

56.9 

OEAf 

4 

3.4 

70 

60.3 

HEARING  HANDICAP 

5 

4.3 

75 

64.7 

BL  INC 

5 

7.8 

84 

72.4 

VISUAL  HANDICAP 

17 

14.7 

101 

87.1 

OEAF  BL  IND 

2 

1.7 

103 

88.8 

BLINC  AND  HEAR  IN 

1 

C.9 

104 

89.7 

OEAF  AND  VISUAL 

I 

0.9 

105 

90.5 

HEAR  ING  AND  VISU 

6 

6.9 

113 

97.4 

OTHER  IMPAIRMENT 

3 

2.6 

1 16 

100.0 

DP  E 

D I SCRDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CU  MU  LAT  IV  E 
PERCENT 

NOT  STATED 

1 

• 

• 

• 

NO  CISORDER 

25 

21.6 

25 

21.6 

NO  SPEECH 

65 

56.0 

90 

77.6 

MOTOR  DISORDER  S 

13 

11.2 

103 

88.8 

PERCEPTUAL  DISOR 

2 

1.7 

105 

90.5 

M IX  EC  OTHER 

11 

9.5 

1 16 

100.0 

P I 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IVE 
PERCENT 

STATED 

1 

• 

• 

• 

NO  PSYCHIATRIC 

I 

1C5 

90.5 

105 

90.5 

PSYCHOSES 

1 

0.9 

106 

9 1.4 

NEUROSES 

2 

1.7 

108 

93.1 

PSYCHOPHYSIO  D I 

S 

1 

C.9 

109 

9 4.0 

OTHER  PSYCHIATR 

I 

7 

6.0 

1 16 

100.0 

-29- 


‘ 


TABLE  5 - BY  FACILITY  - FY86 
FREQ  01 STR IBUTICN  CF  INCIDENCE  CF  ADDITICNAL 
DISABILITIES  AMONG  MENTAL  RE  TAROA  TI  ON  CENTER  RESIDENTS 

FAC  I LI  TY  =B  LACK  MOUNTAIN 

NUMBER  OF  DISABILITIES  IN  AODITICN  TC  MR  /* 


CUMULATIVE  CUMULATIVE 


ADD  IS 

FREQUENCY 

PE  RCENT 

FREQUENCY 

PERCENT 

0 

1C 

8.  5 

10 

8.5 

1 

IS 

16*2 

29 

24.8 

2 

31 

2 6.  5 

60 

51.3 

3 

3C 

2 5.  6 

90 

76.9 

4 

24 

2 C.  5 

114 

97.4 

5 

2 

1.  7 

116 

99.1 

fc 

1 

C.  9 

117 

100.0 

2.4 


/I  Mean  Number  of  Additional  Disabilities 
Median  Number  of  Additional  Disabilities 


2.0 


. 

V 


TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTICN  CF  INCIDENCE  CF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RE  TAROATI ON  CENTER  RESIDENTS 

FACI LI TY*MLRDOCH 

CEREBRAL  PALSY 


CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO 

YES 

AS  t 
28  A 

• • 

1C0.0  28A 

• 

100  .0 

EPILEPSY 

EP  I 

FREQUENCY 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

A 6 6 
292 

• • 

100. C 292 

• 

100  .0 

ALTI  SM 

ALT 

FREQUENCY 

CUMULATI VE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

779 

1 

• <® 

100.0  1 

• 

100.0 

OTHER 

NEUROLOGICAL  DISORDERS 

OTH 

FREQUENCY 

CUMULATI VE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

78C 

• • 

• 

AMB  LLATION 


CUMULATIVE  CUMULATIVE 


AM3U 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

8 

• 

• 

• 

AMBULATORY 

5*5 

73.2 

565 

73.2 

NON  AMBUL  MOBILE 

*5 

8.4 

630 

8 1.6 

NON  AMBUL  NON  MO 

1A2 

1 8.  A 

772 

100.0 

-31- 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  AODITICNAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACI  LI  TY ^MURDOCH 


ISS 

IMPAIRMENT  CF  SPECIAL  SENSES 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULAT  IV  E 
PERCENT 

NOT  STATED 

e 

• 

• 

• 

NG  SENSORY  IMPA  I 

516 

74.6 

576 

74.6 

DEAF 

12 

1.6 

588 

76.2 

HEARING  HANDICAP 

23 

3.0 

611 

79.1 

BL  INC 

60 

7.8 

671 

86.9 

VISUAL  HANDICAP 

64 

8.3 

735 

95.2 

OEAF  BL  IND 

5 

C.  6 

740 

95.9 

BLIND  AND  HEARIN 

14 

1.8 

754 

97.7 

HEARING  AND  VISU 

5 

0.6 

759 

98.3 

OTHER  IMPAIRMENT 

13 

1.7 

772 

100.0 

DP  E 

DISORDER  OF 
FREQUENCY 

PERCEPT  E 
PE  RCENT 

XPRESS 

CUMULATIVE 

FREQUENCY 

CUMULAT  IV E 
PERCENT 

NOT  STATED 

8 

• 

• 

• 

NO  DISORDER 

175 

22.7 

175 

22.7 

NO  SPEECH 

355 

46.0 

530 

68.7 

MOTOR  DISORDER  S 

1C6 

13.7 

636 

82.4 

PERCEPTUAL  DISOR 

9 

1.2 

645 

83.5 

MIXEC  OTHER 

127 

16.5 

772 

100  .0 

P I 

PSYCHIATRIC  IMPAIRMENT 

CUMULAT IVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULAT  IVE 
PERCENT 

NOT  STATED 

e 

• 

• 

• 

NO  PSYCH  IATR  IC  I 

634 

82.1 

6 34 

82.  1 

P SYCFOSES 

53 

6.9 

687 

89.0 

NEUROSES 

7 

0.9 

694 

89  .9 

CHARACTER  DISORD 

3 

0.4 

697 

90.3 

PSYCHOPHYSIO  DIS 

2 

0.3 

699 

90.5 

OTHER  PSYCHIATRI 

13 

9.5 

772 

100.0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  INCIDENCE  CF  AOOITICNAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACI  LI  TY=MLROOCH 


NUMBER  OF  DISABI  LI  TIE  S 

IN  ADDITION 

to  mr/I 

CUMULATIVE 

CUMULAT IV 

IS 

FREQUENCY 

PE  RCENT 

FREQUENCY 

PERCENT 

0 

£5 

8.3 

65 

8.3 

1 

195 

2 5.  C 

260 

33.3 

2 

231 

29.6 

491 

62.9 

2 

w 

138 

17.  7 

629 

80.6 

A 

111 

14.  2 

740 

94.9 

5 

AC 

5.  1 

780 

100.0 

/I  Mean  Number  of  Additional  Disabilities  2.2 


Median  Number  of  Additional  Disabilities 


2.0 


TABLE  5 — BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  CF  INCIDENCE  CF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  I LI TY-CBE  RR Y 

CEREBRAL  PALSY 

CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO 

253 

• 

• 

• 

YES 

25C 

100.0 

250 

100  .0 

EPILEPSY 

EPI 

FREQUENCY 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 
Y ES 

48  2 
21 

• • 

100. C 21 

• 

100  .0 

ALTI  SM 

AUT 

FREQUENCY 

CUNUL ATI VE 
PERCENT  FREQUENCY 

CUMULAT  IV E 
PERCENT 

NO 

YES 

5CC 

3 

• • 

1C0.0  3 

• 

100  .0 

OTHER 

NE URGLCG I CAL  OISGRCERS 

CUMUL ATI VE 

CUMULAT  IVE 

0 TH 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

NO 

457 

• • 

• 

YES 

6 

100.0  6 

100  .0 

AMBULATION 


CUMULATIVE  CUMULATIVE 


AMBU 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

3 

• 

• 

• 

AMEULATORY 

324 

64.8 

324 

64.8 

NON  AMBUL  MOBILE 

48 

9.6 

372 

74.4 

NON  AMBUL  NON  MO 

128 

25.6 

500 

100.0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  CF  INCIDENCE  CF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACI LI TY=C8ERRY 

IMPAIRMENT  OF  SPECIAL  SENSES 


ISS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MULAT  IV  E 
PERCENT 

NOT  STATED 

3 

• 

• 

• 

NO  SENSORY  IMPAI 

348 

69.6 

348 

69.6 

DEAF 

2 

0.4 

350 

70.0 

HEARING  HANDICAP 

46 

9.2 

396 

79.2 

BL  INC 

83 

16.6 

479 

95.8 

VISUAL  HANDICAP 

6 

1.2 

485 

97.0 

DEAF  BL  IND 

1 

0.2 

486 

97.2 

BL  IN  C AN  0 HEAR  IN 

€ 

1.6 

494 

98.8 

OTHER  IMPAIRMENT 

6 

1.2 

500 

100. 0 

DP  E 

DISORDER  OF 
FREQUENCY 

PERCEPT 

PERCENT 

EXPRESS 

CUMULATIVE 

FREQUENCY 

CU  MULAT  IV  E 
PERCENT 

NOT  STATED 

3 

• 

• 

• 

NO  CISORDER 

2 C 

4.0 

20 

4.0 

NO  SPEECH 

350 

70.0 

370 

74.0 

MOTOR  DISORDER  S 

€7 

17.4 

457 

9 1.4 

PERCEPTUAL  D I SOR 

2 

0.4 

459 

91.8 

MIXED  OTHER 

41 

8.2 

500 

100.0 

P I 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IV  E 
PERCENT 

NOT  STATED 

3 

• 

• 

• 

NO  PSYCHIATRIC  I 

357 

71.4 

357 

71.4 

PSYCHOSES 

16 

3.2 

373 

74.6 

l EURO  SE  S 

1 

0.2 

374 

74.8 

CHARACTER  DISORD 

60 

12.0 

434 

86.8 

P SY CHOP  HY  S 10  DIS 

10 

2.0 

444 

88.8 

OThER  PSYCHIATR  I 

56 

11.2 

500 

100.0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACI LI TY  *CBE  RRY 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR/A 

CUMULATIVE  CUMULATIVE 

ADDIS  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


0 

9 

1.  8 

9 

1.8 

1 

7 8 

15.  5 

87 

17.3 

2 

185 

36.  fi 

272 

54.1 

3 

ISC 

2 9.  8 

422 

83.9 

4 

73 

14.  5 

495 

98.4 

5 

7 

1.4 

502 

99.8 

6 

1 

C.2 

5 03 

100  .0 

/I  Mean  Number  of  Additional  Disabilities  2.4 
Median  Number  of  Additional  Disabilities  2.0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  INCIDENCE  CF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACI LI  TY  =C AS  VELL 

CEREBRAL  PALSY 

CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO 

720 

• 

• 

• 

YES 

202 

ICO.  c 

302 

100.0 

EPILEPSY 

EP  I 

FREQUENCY 

CUMULATI VE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

827 

195 

• # 

ICO.C  195 

• 

100.0 

A LTl SM 

CUMULATIVE 

CUMULATIVE 

AUT 

FR  EQ  UE  NC  Y 

PERCENT  FREQUENCY 

PERCENT 

NO 

ICC6 

• © 

• 

YES 

16 

100. C 16 

100.0 

OTHER 

NE UR CL CGI CAL  01 SGRCERS 

CUMULATIVE 

CUMULATIVE 

OTH 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NO 

972 

• 

• 

• 

Y ES 

50 

100.0 

50 

100.0 

AMBULATION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MU  LAT  IV  E 
PERCENT 

NOT  STATED 

5 

• 

• 

• 

AMBULATORY 

751 

77.8 

791 

77.8 

NON  A4BUL  MOBILE 

55 

9.7 

890 

87.5 

NON  AMBUL  NON  MO 

127 

12.5 

1017 

100.0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  0 1 STR IB  UTICN  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACI LI TY *CASkE  LL 


ISS 

IMPAIRMENT  OF  SPECIAL  SENSES 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  KJLAT  IV  E 
PERCENT 

NOT  STATED 

5 

• 

• 

• 

NO  SENSORY  IMPAI 

757 

74.4 

757 

74.4 

DEAF 

IS 

1.9 

776 

76.3 

HEARING  HANDICAP 

26 

2.6 

802 

78.9 

BLIND 

30 

2.9 

832 

8 1.8 

VISUAL  HANDICAP 

113 

11.1 

945 

92.9 

DEAF  BL IND 

11 

1.1 

956 

94.0 

BL  INC  ANC  HEAR  IN 

6 

C.6 

962 

94.6 

DEAF  AND  VISUAL 

5 

0.5 

967 

95.1 

HEAR  ING  AND  VISU 

S 

C.9 

976 

96.0 

OThER  IMPAIRMENT 

41 

4.0 

1017 

100.0 

DP  E 

DISORDER  OF 
FREQUENCY 

PERCEPT  E 
PERCENT 

XPRESS 

CUMULATIVE 

FREQUENCY 

CU  MULAT  IV  E 
PERCENT 

NOT  STATED 

5 

• 

• 

• 

NO  DISOROER 

33  C 

32.4 

3 30 

32.4 

NO  SPEECH 

307 

3 0.2 

637 

62.6 

MOTOR  DISORDER  S 

69 

8.8 

726 

7 1.4 

PERCEPTUAL  DISOR 

8 

0.8 

734 

72.2 

MIXEC  OTHER 

2 63 

27.8 

1017 

100.0 

p I 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MULAT  IV  E 
PERCENT 

NOT  STATED 

5 

• 

• 

• 

»G  PSYCHIATRIC  I 

SCI 

88.6 

901 

88.6 

PSYCHOSES 

41 

4.0 

942 

92.6 

CHARACTER  DISORD 

11 

1.1 

953 

93.7 

PSYCHOPHYSIO  DIS 

5 

0.5 

958 

94.2 

OTHER  PSYCHIATR  I 

5S 

5.  8 

1017 

100  .0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  OF  INCIDENCE  CF  ADOITICNAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  I LI  TY  =C  ASfcELL 


NUMBER  OF  DISABILITIES  IN  ADDITION  TC  MR  /I 


ADDIS 

FREQUENCY 

PE  RCEN1 

CUMULATIVE 

FREQUENCY 

CUMULAT  IV  E 
PERCENT 

0 

161 

15.8 

161 

15.8 

i 

257 

29.  1 

458 

44.8 

2 

273 

26.  7 

731 

71.5 

3 

ie<3 

1 6.  5 

920 

90.0 

4 

72 

7.  C 

992 

97.1 

5 

26 

2.  5 

1018 

99.6 

6 

4 

0.4 

1022 

100.0 

1.8 


/I  Mean  Number  of  Additional  Disabilities 
Median  Number  of  Additional  Disabilities 


2.0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=V»E  STERN  CARCLI  NA 


CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMLLATI \E 
FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

251 

176 

• 

100.0 

• 

176 

• 

100  .0 

EPILEPSY 

EP  I 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MU  LAT  IV  E 
PERCENT 

NO 

YES 

A3  C 
37 

• 

100. c 

• 

37 

• 

100  .0 

ALTI 

SM 

AUT 

FREQUENCY 

PERCE  NT 

CUMLLATI VE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

455 

12 

• 

100.0 

• 

12 

• 

100.0 

OTHER 

NEUROLOGICAL  DISORCEPS 

OTH 

FREQUENCY 

PERCE  NT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

454 

13 

• 

ICO.  0 

• 

13 

• 

100  .0 

A MB  LLATICN 


AMBU 

FREQUENCY 

PERCENT 

CUMULAT  IVE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

1 

• 

• 

• 

AMBULATORY 

3C4 

65.2 

304 

65.2 

NON  AMBUL  MOB  ILE 

3fi 

8.2 

342 

73.4 

NON  AMBUL  NON  MO 

124 

26.6 

466 

100.0 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  CF  INCIDENCE  CF  ADDITICNAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=fcE STERN  CARCLINA 

IMPAIRMENT  CF  SPECIAL  SENSES 


ISS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CU  MU  LAT  IV 
PERCENT 

NOT  STATEC 

I 

• 

• 

• 

NO  SENSORY  IMPAI 

332 

71.2 

332 

71.2 

DEAF 

10 

2.1 

342 

73.4 

HEARING  HANDICAP 

IB 

3.9 

360 

77.3 

BL  IND 

38 

8.2 

398 

85.4 

VISUAL  HANDICAP 

42 

9.0 

440 

94.4 

DEAF  BLIND 

10 

2.1 

450 

96.6 

BLINC  AND  HEAR  IN 

8 

1.7 

458 

98.3 

DEAF  AND  VISUAL 

1 

0.2 

459 

98.5 

HEARING  AND  VISU 

4 

0.9 

463 

99.4 

OTHER  IMPAIRMENT 

3 

0.6 

466 

100.0 

DP  E 

DISORDER  OF 
FREQUENCY 

PERCEPT  E 
PERCENT 

XPRESS 

CUMULAT IVE 
FREQUENCY 

CU  MU  LAT  IV 
PERCENT 

NOT  STATED 

1 

• 

• 

• 

NO  CISORDER 

134 

28.8 

134 

28.8 

NO  SPEECH 

253 

54.3 

387 

83.0 

MOTOR  DISORDER  S 

IE 

3.9 

405 

86.9 

PERCEPTUAL  DISOR 

10 

2.1 

415 

89.1 

M IX EC  OTHER 

51 

10.9 

466 

100.0 

P I 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CU  MU  LAT  IV 
PERCENT 

NOT  STATED 

1 

• 

• 

• 

NO  P SYCF.IATR  IC  I 

394 

e4.5 

394 

84.5 

PSYCHOSES 

22 

4.7 

416 

89.3 

NEUROSES 

1 

0.2 

417 

89.5 

CHARACTER  DISORD 

7 

1.5 

424 

9 1.0 

PSYCHOPHYSIO  DIS 

5 

1.9 

433 

92.9 

OTHER  PSYCHIATRI 

33 

7.1 

466 

100.0 

-41 
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TABLE  5 - BY  FACILITY  - FY86 
FREQ  DISTRIBUTION  CF  INCIDENCE  CF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY^kE  STERN  CAROLINA 


NUMBER  OF  DISABILITIES 

IN  ADDITION 

TC  MF/i 

CLMLLATIVE 

CUMULAT  IV 

IS 

FREQUENCY 

PE  RCENT 

FREQUENCY 

PERCENT 

0 

52 

11.1 

52 

11.1 

I 

128 

27.4 

180 

38.5 

2 

IIS 

25.  5 

299 

64.0 

3 

106 

2 2.  7 

405 

86.7 

4 

5S 

12.6 

464 

99.4 

6 

a 

C.  6 

467 

100.0 

/I  Mean  Number  of  Additional  Disabilities  2.0 


Median  Number  of  Additional  Disabilities 


2.0 
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This  is  a Mental  Health  Client  Information  annual  report  on  the  resident 
population  of  the  State  Mental  Retardation  Centers  produced  from  the  annual 
compilation  of  resident  population  and  on-leaves. 

This  report  presents  selected  characteristics  of  the  resident  and  on-leave 
population  at  each  of  the  five  North  Carolina  Centers  for  the  Mentally 
Retarded  on  June  30,  1987.  Frequency,  percentage,  and  cumulative 
distributions1  are  provided  for  age,  race,  and  sex  groups;  age  at  admission; 
length  of  stay  categories;  level  of  IQ  and  adaptive  behavior  impairments;  and 
incidence  of  disabilities  in  addition  to  mental  retardation.  Resident 
population  trends  for  the  past  fifteen  fiscal  years  are  presented  in  a graph 
under  Table  I. 

Some  of  the  key  points  of  the  reports  are: 

- There  hats  been  a 37  percent  decrease  in  the  resident  and  on-leave  population 
from  June  30,  1973  to  June  30,  1987. 

- In  fiscal  year  1987  the  median  age  of  the  residents  was  34  years. 

- For  the  population  in  residence  in  FY  1987  43  percent  were  admitted  between 
the  age  of  six  and  twelve  years. 

- The  mean  length  of  stay  for  the  resident  population  on  June  30,  1987  was 
19.1  years.  The  median  was  20  years. 

- Over  62  percent  of  the  residents  were  profoundly  impaired  in  both 
intellectual  functioning  and  adaptive  behavior. 

- The  mean  number  of  disabilities  in  addition  to  mental  retardation  among  the 
resident  population  was  2.1. 


1 Frequency  and  percentage  distributions  were  based  on  successive  additions. 
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KBS  IDIOT  FOHJLATIQN  TRENDS 

On  June  30,  1987  the  resident  and  on-leave  population  at  the  five  State  Mental 
Retardation  totaled  2822  persons.  This  represents  a 37  percent  decline  from 
the  end  of  fiscal  year  1973  when  the  resident  and  on-leave  population  was  4506 
persons . 

Over  the  past  fifteen  fiscal  years  the  resident  population  at  each  of  the 
state  facilities  for  the  mentally  retarded  has  declined.  Although  Western 
Carolina  Center  experienced  periods  of  population  growth  during  the  late 
1970’s  and  early  1980’s  they,  like  all  the  MRC’s,  have  had  a general  decline 
in  numbers  of  residents  since  peaking  in  1971. 

MSE  - RACE  - SEX 

Breakdowns  on  the  demographic  variables  of  age,  race,  and  sex  are  shown  in 
Table  2.  Over  80  percent  (2263)  of  the  residents  of  the  five  State  Mental 
Retardation  Centers  were  under  45  years  of  age.  The  mean  age  for  the  2822 
residents  was  35.7  years. 

The  resident  and  on-leave  population  on  June  30,  1987  was  approximately 
seventy  percent  (1984)  white  and  thirty  percent  (838)  non-white.  Males 
accounted  for  57  percent  (1618)  of  the  population  while  females  accounted  for 
43  percent  (1204)  of  the  resident  population. 

AGE  AT  ADMISSION  - LENGTH  OF  STAY 

Data  are  presented  in  Table  3 on  admission  characteristics.  Exactly  43 
percent  (1214)  of  the  2822  residents  at  the  State’s  Mental  Retardation  Centers 
were  admitted  between  the  ages  of  six  and  twelve  years.  The  mean  admission 
age  for  residents  was  17.1  years  while  the  median1  age  of  admissions  was  14 
years,  up  from  13  last  year. 

The  mean  length  of  stay  for  the  resident  and  on-leave  population  on  June  30, 
1987  was  19 . 1 years . The  median  length  of  stay  was  20 . 0 years . The  variable , 
length  of  stay,  is  based  upon  the  number  of  days  between  a person’s  admission 
date  and  the  date  of  the  close  of  the  fiscal  year  being  reported  upon.  For 
presentation  in  this  report  length  of  stay  is  grouped  into  subcategories  of 
months  and  years. 


xIf  the  observations  are  ranked  in  order  from  smallest  to  largest,  the  median 
is  defined  as  the  middle  observation. 
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IQ  - ADAPTIVE  BEHAVIOR  LEVELS 


Table  4 provides  data  and  IQ  and  adaptive  behavior  (AB)  levels.  The  greatest 
percentage  (69  percent)  of  residents  at  the  MR  Centers  were  profoundly 
impaired  in  intellectual  functioning  and  67  percent  were  profoundly  impaired 
in  adaptive  behavior. 

When  IQ  and  AB  levels  were  combined  almost  77  percent  (2,146)  of  the  residents 
functioned  at  either  the  profound/profound  impairment  level  or  the 
severe/severe  impairment  level. 


ADDITIONAL  DISABILITIES 

Almost  90  percent  (2,534)  of  the  residents  of  the  mental  retardation  centers 
had  disabilities  in  addition  to  mental  retardation.  Data  presented  in  Table  5 
details  the  incidence  of  additional  disabilities  among  the  resident  population 
at  the  close  of  fiscal  year  1987. 

The  most  frequently  occurring  neurological  disorder  was  cerebral  palsy, 
followed  by  epilepsy.  Over  20  percent  (574)  of  the  residents  had  epilepsy, 
while  nearly  36  percent  (1,004)  had  cerebral  palsy. 

Approximately  29  percent  (807)  of  the  resident  and  on- leave  population  had 
ambulatory  problems.  Among  these  residents,  33  percent  were  non-ambulatory 
mobile  and  67  percent  were  non-ambulatory,  non-mobile. 

More  than  25  percent  (710)  of  the  resident  and  on-leave  population  had  some 
type  of  visual  or  hearing  impairment.  More  than  75  percent  (2,136)  of  the 
residents  at  the  mental  retardation  centers  had  a disorder  of  perception  and 
expression,  with  "no  speech"  being  the  most  prevalent  disorder.  When  cross 
tabulations  were  performed  on  the  variable,  "visual  or  hearing  impairment", 
and  the  variable,  "disorder  of  perception  and  expression",  it  was  found  that 
nearly  24  percent  (661)  of  the  mental  retardation  center  residents  had  both  a 
visual  or  hearing  impairment  and  a disorder  of  perception  and  expression. 

Over  17  percent  (494)  of  the  resident  and  on- leave  population  had  some  type  of 
psychiatric  impairment.  Character  disorders  (3  percent)  and  psychoses  (5 
percent)  were  the  most  frequently  occurring  disorders. 

Among  the  resident  population  additional  disabilities  ranged  from  0 to  6,  with 
a mean  of  2.1.  The  number  of  additional  disabilities  was  calculated  by 
totaling  the  incidence  of  epilepsy,  cerebral  palsy,  autism,  other  neurological 
disorders,  non-ambulation,  sensory  impairment,  disorders  of  perception  and 
expression  and  psychiatric  impairment. 
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TABLE  1 


NORTH  CAROLINA  MENTAL  RETARDATION  CENTERS 
RESIDENT  POPULATION  FY73  TO  FY87 


POP 


♦ 

♦ 


-+• 

73 


— -f- 

7 A 


•-+- 
7 5 


■-4- 

76 


77 


79 


-4- 

30 


-4- 

31 


-4- 

82 


83 


•—  4 • 

84 


- 4- 

85 


- 4- 

86 


'-4 

87 


78 


FY  YEAR 


T A3LE  2-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY87-FREQUENCY  DISTRIBUTION  OF  AGE-RACt-SEX 

AGE  group  1 


AGEGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

6 TO  12  YEARS 

9 

0.3 

9 

0.3 

13  TO  17  YEARS 

64 

2.3 

73 

2.6 

18  TO  20  YEARS 

110 

3.9 

183 

6.5 

21  TO  24  YEARS 

293 

10.4 

476 

16.9 

25  TO  24  YEARS 

1031 

36.5 

1507 

53.4 

35  TO  44  YEARS 

756 

26.8 

2263 

80.2 

45  TO  54  YEARS 

311 

11.0 

2574 

91*2 

55  TO  £4  YEARS 

147 

5.2 

2721 

96.4 

65  AND  OLDER 

101 

3*6 

2322 

100.0 

CUMULATIVE 

CUMULATIVE 

RACE 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

2 

0.1 

2 

0.1 

825 

29.2 

327 

29.3 

1 

0.0 

£23 

29.3 

10 

0.4 

83b 

29.7 

1934 

70.3 

2822 

100.0 

CUMULATIVE 

CUMULATIVE 

QUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1204 

42.7 

1204 

42.7 

1613 

57.3 

2822 

100. c 

i-Mean  Age  (Yrs.)  35.7 

Median  Age  (Yrs.)  ..34.0 
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TABLE  2 ~ 3Y  FACILITY  - FY87 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEA 

FACILITY=8LACK  MOUNTAIN 

AvjE  group1 


AGtGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

6 TO  12  YEARS 

3 

2.6 

3 

2.0 

13  TO  17  YEARS 

5 

4*3 

8 

6.9 

13  TO  20  YEARS 

7 

6.0 

15 

12.9 

21  TO  24  YEARS 

12 

10.3 

27 

23.3 

25  TO  34  YEARS 

35 

30.2 

62 

53*4 

35  TO  44  YEARS 

31 

26.7 

93 

80.2 

45  TO  54  YEARS 

10 

8*6 

103 

8 3*8 

55  TO  64  YEARS 

10 

8.6 

113 

97.4 

65  AND  OLDER 

3 

2.6 

116 

100. u 

RACE 

FREQUENC Y 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

9 

7.3 

9 

7.3 

w 

107 

92.2 

116 

100.0 

CUMULATIVE  CUMULATIVE 

SEA  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


F 

H 


56  43 • 3 

60  51.7 


56  48.3 

116  100. G 


1 Mean  Age  (Yrs.)  ....34.7 
Median  Age  (Yrs.)  ..33.0 
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TABLE  Z - 6 Y FACILITY  - FY87 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FAC  ILITY^MURDGCH 

AGE  group  ^ 


AGEGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

13 

TC 

17 

YEARS 

15 

1.9 

15 

1.9 

13 

TO 

20 

YEARS 

19 

2.5 

34 

4.4 

21 

TO 

24 

YEARS 

75 

9.7 

109 

14.1 

25 

TO 

24 

YEARS 

293 

37.9 

402 

51.9 

35 

To 

44 

YEARS 

220 

28.4 

622 

80.4 

45 

TO 

54 

YEARS 

82 

1 0 « 6 

704 

91.0 

55 

TO 

64 

YEARS 

<♦9 

6*3 

753 

97.3 

65 

AND 

older 

21 

2.7 

774 

100.0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

211 

27.3 

211 

27.3 

w 

563 

72.7 

774 

100.0 

CUMULATIVE  CUMULATIVE 

SEX  FREQUENCY  PcRCSNT  FREQUENCY  PERCENT 


F 329  42.5 

M 445  57.5 


329  42.5 

774  100.0 


1 Mean  Age  (Yrs.)  ....35.9 
Median  Age  (Yrs.)  ..34.0 
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TABLE  2 - BY  FACILITY  ~ FY67 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FAC IL I T Y=03EkRY 

AGE  GROUP  1 


CUMULATIVE  CUMULATIVE 

AGEGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


13  TO  17  YEARS 

3 

0.6 

3 

0 • o 

18  TO  20  YEARS 

21 

4.2 

24 

4.8 

21  TO  24  YEARS 

58 

11.6 

82 

16.4 

25  TO  24  YEARS 

1S2 

38.4 

274 

54.8 

35  TO  44  YEARS 

146 

29.2 

420 

84.0 

45  TO  5h  YEARS 

60 

12.0 

480 

96.0 

55  TO  64  YEARS 

15 

3.0 

495 

99.0 

65  AND  OLDER 

5 

1.0 

500 

100.0 

CUMULATIVE 

CUMULATIVE 

RACE 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 

1 

a. 

0.2 

1 

0.2 

N 

209 

41.8 

210 

42.0 

U 

6 

1.6 

218 

42.6 

w 

282 

56*4 

SCO 

10C.0 

CUMULATIVE  CUMULATIVE 

SEX  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


F 219  43.8  219  43.8 

M 231  56.2  500  100.0 


1 Mean  Age  (Yrs.)  ....34.7 
Median  Age  (Yrs.)  ..34.0 
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TABLE  2 - BY  FACILITY  - FY87 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FAC1LITY-CASWELL 

AGE  GROUP1 


AGEGRP 

FREwUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

13  TO  17 

YEARS 

7 

0.7 

7 

0.7 

13  TO  20 

YEARS 

19 

2.0 

26 

2.7 

21  TC  24 

YEARS 

77 

8.0 

103 

1C. 7 

23  TU  24 

YEARS 

300 

31.3 

403 

42.0 

35  TO  44 

YEARS 

273 

28.5 

676 

70.5 

45  TO  54 

YEARS 

144 

15*0 

820 

85.5 

55  TO  bn 

YEARS 

6? 

7.0 

887 

92.5 

65  AND  OLDER 

72 

7.5 

959 

100.0 

CUMULATIVE 

CUMULATIVE 

RACE 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 

1 

0.1 

1 

0.1 

N 

327 

34.1 

323 

34.2 

U 

? 

0.2 

330 

34.4 

M 

629 

65.6 

959 

100.0 

CUMULATIVE  CUMULATIVE 

S EX 

FREQUENCY  PERCENT  FREQUENCY 

PERCENT 

F 

412 

43.0 

412 

43*0 

M 

547 

57.0 

959 

100.0 

1 Mean  Age  (Yrs.)  ....39.6 
Median  Age  (Yrs.)  ..37.0 
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TABLE  2 - BY  FACILITY  - FY87 
FREQUENCY  DISTRIBUTION  OF  AGE  - RACE  - SEX 

FACILITY =WtSTERN  CAROLINA 

AGE  GROUP  1 


AG6GRP 


FREQUENCY  PERCENT 


CUMULATIVE 

FREQUENCY 


CUMULATIVE 

PERCENT 


6 TC  12  YEARS 

6 

1.3 

6 

1*3 

13  TO  17 

YEARS 

34 

7.2 

40 

8.5 

13  TO  20 

YEARS 

44 

9.3 

84 

17.8 

21  TO  24 

YEARS 

71 

15.0 

155 

32.8 

25  TO  24 

YEARS 

211 

44*6 

366 

77.4 

35  TO  44 

YEARS 

66 

18.2 

452 

95«o 

45  TO  £4 

YEARS 

15 

3.2 

467 

98.7 

55  TO  £4 

YEARS 

6 

1*3 

473 

100.0 

CUMULATIVE 

CUMULAT1V 

RACE 

FREQUENC Y 

PERCENT 

FREQUENCY 

PERCENT 

N 

69 

14.0 

69 

14.6 

G 

1 

0.2 

70 

14.8 

W 

403 

35.2 

473 

1C0.0 

CUMULATIVE 

CUMULATIVE 

S tX 

FREQUENCY  P 

t R C £ N T 

FREQUENCY 

PERCENT 

F 

133 

39.7 

188 

39.7 

M 

285 

o 0 • 2 

473 

100.0 

1 Mean  Age  (Yrs.)  ....28.9 
Median  Age  (Yrs.)  ..28.0 
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TABLE  3-TGTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  PY87-LENGTH  OF  STAY 
FREQUENCY  DISTRIBUTION  OF  AGE  AT  ADMISSION 

AGE  AT  ADMISSION1 


CUMULATIVE  CUMULATIVE 


AAGGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

59 

2.1 

59 

2.1 

6 TO  12  YEARS 

1214 

43.0 

1273 

45.1 

13  TO  17  YEARS 

5*6 

19.3 

1819 

64.5 

18  TO  20  YEARS 

244 

8*6 

2063 

73.1 

21  TO  24  YEARS 

199 

7.1 

2262 

80.2 

25  TO  24  YEARS 

295 

10.5 

2557 

90.6 

35  TO  44  YEARS 

160 

5.7 

2717 

96.3 

45  TO  54  YEARS 

79 

2.8 

2796 

99.1 

55  TO  64  YEARS 

25 

0.9 

2821 

100.0 

65  AND  OLDER 

1 

0.0 

2822 

100.0 

LENGTH  OF  STAY  AT  MR 

CENTER2 

CUMULATIVE 

CUMULATIV 

STAY 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

LESS  THAN  1 MC 

5 

0.2 

5 

0.2 

1 TO  6 MONTHS 

4* 

1.6 

49 

1.7 

6 TO  12  MONTHS 

26 

0.9 

75 

2.7 

1 TO  2 YESRS 

63 

2.4 

143 

5.1 

2 TO  3 YEARS 

66 

2.3 

209 

7.4 

3 TO  5 YEARS 

226 

8.0 

435 

15.4 

5 TO  10  YEARS 

179 

6.3 

614 

21.8 

10  TO  15  YEARS 

246 

8.7 

860 

30.5 

15  TO  2C  YEARS 

539 

19.1 

1399 

49.6 

20  TO  25  YEARS 

770 

27.3 

2169 

76.9 

25  TO  3C  YEARS 

364 

12.9 

2533 

89.8 

30  TO  35  YEARS 

99 

3.5 

2632 

93.3 

35  TO  4C  YEARS 

107 

3.8 

2739 

97.1 

40  TO  45  YEARS 

19 

0.7 

2753 

97.7 

45  TO  5 C YEARS 

23 

0.3 

2781 

98.5 

50  TO  55  YEARS 

7 

0.2 

2788 

98.8 

55  TO  6 C YEARS 

18 

0.6 

2806 

99. a 

60  OR  MGRE  YEARS 

1 o 

0*6 

2822 

10C.0 

1 Mean  Age  at  Admission  (Yrs.)  .... 

17.1 

Median  Age  at  Admission  (Yrs.)  .. 

14.0 

2 Mean  Length  of  Stay  (Yrs. ) ....  19.1 
Median  Length  of  Stay  (Yrs.)  ..  20.0 
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TABLE  3 - BY  FACILITY  - FY87 
F PEW  DISTRIBUTION  CF  AGE  AT  ADMISSION-LENGTH  OF  STAY 

FAC ILITY^BLACK  MOUNTAIN 

AGE  AT  ADMISSION  1 


AAC-GRP 

FREWUENCY 

PERCENT 

CUMULATIVE 

FREWUENCY 

CUMULATIVE 

PERCENT 

6 TO  12  YEARS 

4 

3.4 

4 

3*4 

13  TO  17  YEARS 

11 

9.5 

15 

12.9 

lb  TC  20  YEARS 

7 

6*0 

22 

19.0 

21  TO  24  YEARS 

20 

17.2 

42 

36.2 

25  TO  24  YEARS 

35 

30.2 

77 

66*4 

35  TO  44  YEARS 

18 

15.5 

95 

81.9 

45  TO  54  YEARS 

13 

11.2 

1C3 

93.1 

55  TO  64  YEARS 

8 

6.9 

116 

100.0 

STAY 

LENGTH  OF 
FREWUENCY 

STAY  AT  MR 
PERCENT 

CENTER? 

CUMULAT IVE 
FREQUENCY 

CUMULATIVE 

PERCENT 

LESS 

THAN  1 MO 

I 

0.9 

1 

0.9 

1 TO 

6 60NTHS 

6 

5.2 

7 

6*0 

6 TO 

12  MONTHS 

3 

2.6 

10 

8*6 

1 TO 

2 YESRS 

13 

11.2 

23 

19.8 

2 TO 

3 YEARS 

11 

9.5 

34 

29.3 

3 TO 

5 YEARS 

82 

70.7 

116 

100.0 

Mean  Age  at  Admission  (Yrs.)  ....  31.4 
Median  Age  at  Admission  (Yrs.)  ..  29.0 


Mean  Length  of  Stay  (Yrs.)  ....  3.9 

Median  Length  of  Stay  (Yrs.)  ..  5.0 
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TABLE  3 - bY  FACILITY  - FY37 
FREQ  DISTRIBUTION  OF  AGE  AT  ADMI SS ION- LENGTH  OF  STAY 

FAC  I LITY=MURDOCH 

AGE  AT  ADMISSION1 


CUMULATIVE 

CU?4ULATI  VE 

AAGGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

17 

2.2 

17 

2.2 

6 TO  12  YEARS 

345 

44.6 

362 

4o  . 8 

13  TO  17  YEARS 

142 

18*3 

504 

65.1 

13  TO  20  YEARS 

S3 

10.7 

5 87 

75.8 

21  TO  24  YEARS 

54 

7.0 

641 

82.8 

25  TO  34  YEARS 

88 

11.4 

729 

94  • 2 

35  TO  44  YEARS 

34 

4.4 

763 

98. o 

45  TO  54  YEARS 

9 

1.2 

772 

99.7 

55  TO  64  YtARS 

2 

0.3 

774 

100.0 

LENGTH  OF 

STAY  AT  MR 

CENTER2 

CUMULATIVE 

CUMULATIVE 

STAY 

FRE wUtNC  Y 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  6 FGNTHS 

4 

0.5 

4 

0.5 

6 TO  12  MONTHS 

3 

0.4 

7 

0.9 

1 TO  2 T ESRS 

12 

1.6 

19 

2.5 

l TC  J TEARS 

11 

1.4 

30 

3.9 

3 TO  5 TEARS 

16 

2.1 

46 

5.9 

5 TO  10  TEARS 

hi 

5*4 

88 

11.4 

10  TO  15  YEARS 

34 

10.9 

172 

22.2 

15  TO  2 C YEARS 

146 

IV. 1 

320 

41 . j 

20  TO  25  YEARS 

209 

27.0 

529 

t>  8 • 3 

25  TO  3 C YEARS 

213 

27.5 

742 

95.9 

30  TO  35  YEARS 

iL 

0.3 

744 

96.1 

35  TO  4 C YEARS 

30 

3.9 

774 

100.0 

JMean  Age  at  Admission  (Yrs.)  .. 

..  16.1 

Median  Age  at  Admission  (Yrs.) 

..  13.0 

2 Mean  Length  of  Stay  (Yrs.)  ....  20.4 
Median  Length  of  Stay  (Yrs.)  ..  21.8 
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table  3 - by  facility  - FY87 

FREQ  DISTRIBUTION  OF  AGE  AT  ADMISSION- LENGTH  OF  STAY 


FACILITY=QBERRY 


AGE 

AT  ADMISSION  1 

CUMULATIVE 

CUMULATIVE 

AA6GRF 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

I TO  5 YEARS 

14 

2.8 

14 

2.8 

6 TO  12  YEARS 

.207 

41.4 

221 

44 . 2 

13  Tu  17  YEARS 

89 

17.8 

310 

62*0 

18  TO  20  YEARS 

47 

9.4 

357 

71.4 

21  TO  24  YEARS 

39 

7.3 

396 

79.2 

25  TC  24  YEARS 

45 

9.0 

441 

88.2 

35  TC  44  YEARS 

28 

5»6 

469 

93*8 

45  TO  54  YEARS 

21 

4.2 

490 

98.0 

55  TO  64  YEARS 

9 

1.8 

499 

99.8 

55  and  older 

1 

0.2 

500 

100.0 

LENGTH  OF 

STAY  AT  MR 

CENTER2 

CUMULATIVE 

CUMULAT IVE 

STAY 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

LESS  THAN  1 MO 

2 

0.4 

2 

0.4 

1 TO  6 PONTHS 

23 

4.6 

25 

5.0 

6 TO  12  MONTHS 

4 

0.8 

29 

5.3 

1 TO  2 YESRS 

17 

3*4 

46 

9.2 

2 TO  3 YEARS 

17 

3.4 

63 

12.6 

3 TO  5 YEARS 

13 

2.6 

76 

15.2 

5 TO  10  YEARS 

31 

6.2 

107 

21.4 

10  TO  15  YEARS 

41 

8.2 

148 

29.6 

15  TO  2 C YEARS 

92 

13.4 

240 

48.0 

20  TO  25  YEARS 

194 

38*8 

434 

86*3 

25  TO  3 C YEARS 

60 

13.2 

500 

100.0 

1 Mean  Age  at  Admission  (Yrs.)  ... 

. 18.0 

Median  Age  at  Admission  (Yrs.)  . 

. 14.0 

2 Mean  Length  of  Stay  (Yrs.)  ....  17.2 
Median  Length  of  Stay  (Yrs.)  ..  20.2 
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TABLE  3 - BY  FACILITY  - FYS7 
FREQ  DISTRIBUTION  UP  ABE  AT  ADMISSION-LENGTH  GF  STAY 

FACILITY =CASWELL 

AGE  AT  ADMISSION  1 


CUMULATIVE 

CUMULATIVE 

AAGGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

9 

0.9 

9 

0.9 

6 TO  12  YEARS 

454 

47.3 

463 

48.3 

13  TG  17  YEARS 

176 

13.4 

639 

66.6 

13  TO  20  YEARS 

70 

7.3 

709 

73.9 

21  TO  24  YEARS 

58 

6.0 

767 

80.0 

25  TO  24  YEARS 

93 

9.7 

860 

89.7 

35  TO  44  YEARS 

64 

6.7 

924 

96.4 

45  TO  54  YEARS 

29 

3.0 

953 

99.4 

55  TO  E4  YEARS 

6 

0.6 

959 

100.0 

LENGTH  OF  5 

TAY  AT  MR 

CENTER2 

CUMULATIVE 

CUMULATIV 

STAY 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

LESS  TH4N  1 MG 

1 

0.1 

1 

0.1 

1 10  6 MONTHS 

2 

0.2 

3 

0.3 

6 TO  12  MONTHS 

2 

0.2 

5 

0.5 

1 TO  2 YESRS 

9 

U.9 

14 

1.5 

2 TO  3 YEARS 

11 

i.l 

25 

2.6 

3 TO  5 VEARS 

94 

9.8 

119 

12.4 

5 TG  10  YEARS 

44 

4.6 

163 

17.0 

10  TO  15  YEARS 

51 

5.3 

214 

22.3 

15  TC  2 C YEARS 

164 

17.1 

378 

39*4 

20  TO  25  YEARS 

239 

24.9 

617 

64*3 

25  TO  3 C YEARS 

65 

8*9 

702 

73.2 

30  TG  35  YEARS 

97 

10.1 

799 

83.3 

35  TO  4 C YEARS 

77 

8.0 

876 

91.3 

40  TO  45  YEARS 

19 

2.0 

895 

93.3 

a5  TO  5 C YEARS 

23 

2.4 

918 

95.7 

50  TC  55  YEARS 

7 

0.7 

925 

96.5 

55  TO  6 C YEARS 

ie 

1.9 

S43 

98.3 

60  OR  MCRE  YEARS 

16 

1.7 

959 

100.0 

1 Mean  Age  at  Admission  (Yrs.)  .... 

16.8 

Median  Age  at  Admission  (Yrs.)  .. 

13.0 

2 Mean  Length  of  Stay  (Yrs.)  ....  23.3 
Median  Length  of  Stay  (Yrs.)  ..  21.9 
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TABLE  3 - BY  FACILITY  - FY8Y 
FREQ  DISTRIBUTION  Or  AGE  AT  ADMISSION-LENGTH  OF  STAY 

FACILITY=rt£STERN  CAROLINA 

AGE  AT  ADMISSION  1 

CUMULATIVE  CUMULATIVE 


AAGGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

19 

4 « C 

19 

4.0 

6 TO  12  YEARS 

20b 

43.1 

223 

47.1 

13  TO  17  YEARS 

128 

27.1 

351 

74.2 

18  TO  20  YEARS 

37 

7.8 

388 

82.0 

21  TO  24  YEARS 

28 

5.9 

416 

87.9 

25  Tu  24  YEARS 

34 

7.2 

450 

95.1 

35  TO  44  YEARS 

16 

3.4 

466 

98.5 

45  TO  54  YEARS 

7 

1.5 

473 

100. 0 

STAY 

LENGTH  OF  STAY  AT  MR 
FREQUENCY  PERCENT 

CENTER2 

CUMULATIVE 

FREQUENCY 

CUMULAT I 
PERCENT 

LESS  THAN  1 MO 

1 

0.2 

1 

0.2 

1 TO  6 FGNTHS 

9 

1.9 

10 

2.1 

6 TO  12  MONTHS 

14 

3*0 

24 

5.1 

1 TO  2 YESRS 

17 

3.6 

41 

8.7 

2 TO  3 YEARS 

16 

3.4 

57 

12.1 

3 TO  5 YEARS 

21 

4*4 

78 

16.5 

5 TC  10  YEARS 

62 

13.1 

140 

29.6 

10  TO  15  YEARS 

70 

14.8 

210 

44.4 

15  TO  2 C YEARS 

135 

28.5 

345 

72.9 

20  TO  25  YEARS 

128 

27.1 

473 

100.0 

1 Mean  Age  at  Admission  (Yrs.)  ....  15.1 
Median  Age  at  Admission  (Yrs.)  ..  13.0 


2 Mean  Length  of  Stay  (Yrs.)  ....  14,3 
Median  Length  of  Stay  (Yrs.)  ..  16.6 
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I' ABLE  4-TUTALS  FO*  The  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  F Y 8 7 -F  R E QUE  N C Y DISTRIBUTION  OF  IQ-ADAPT I VE 
BEHAVIOR  LEVELS-AND  COMBINED  IQ  AND 


IQ 

ADAPTIVE  BEHAVIOR  LEVELS 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCcNT 

NOT  STATED 

26 

• 

• 

• 

NOT  SIGNIFICANT 

7 

0.3 

7 

0*3 

MILD 

48 

1.7 

55 

2.0 

MODERATE 

206 

7.4 

261 

9.3 

SEVERE 

614 

22.0 

875 

31*3 

PROFOUND 

1921 

68.7 

2796 

100.0 

AB 

ADAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

26 

• 

• 

• 

NOT  SIGNIFICANT 

ID 

0 • 4 

10 

0 • A 

MI  LD 

60 

2.1 

70 

2.5 

MODERATE 

229 

3.2 

299 

1C.  7 

SEVERE 

!>06 

21.7 

907 

32.4 

PROFOUND 

1862 

66*6 

2769 

99.0 

UNSPEC IFIED 

27 

1.0 

2796 

100.0 
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TABLE  4-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY37-FREGUENCY  DISTRIBUTION  OF  IQ-ADAPTIVE 
BEHAVIOR  LcVtLS-AND  COMBINED  IQ  AND 
ADAPTIVE  BEHAVIOR  LEVELS 

COMBINED  IQ  AND  A B LEVEL 


CUMULATIVE  CUMULATIVE 


LEVEL 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

e 

26 

• 

• 

• 

NOT  SIGN-NGT  SIG 

3 

0.1 

3 

0.1 

i’mOT  SIGN-MOD 

1 

o.o 

4 

0.1 

not  si^n-sev 

1 

0.0 

5 

0.2 

NOT  SIGN-PROF 

2 

0.1 

7 

C • 3 

MILD-SE  V 

5 

0.2 

12 

C.4 

MILD-MI ID 

24 

0.9 

36 

1.3 

MILD-MOD 

16 

0*6 

52 

1.9 

MILD-PRCF 

2 

0.1 

54 

1.9 

MILD-UNSPEC 

i 

0.0 

55 

2.0 

MOD-MILD 

17 

0.6 

72 

2*6 

MOD-MOD 

123 

4*4 

195 

7.0 

MOQ-SEV 

47 

1.7 

242 

Q • 7 

MOD- PROF 

15 

0.5 

257 

9.2 

MGD-UNS  FEC 

4 

0.1 

261 

9.3 

SEV-NOT  SIGN 

1 

0.0 

262 

9.4 

SEV-MILD 

19 

0.7 

231 

10.1 

SEV-MCD 

78 

2.8 

359 

12.8 

SEV-SEV 

h05 

14.5 

764 

27.3 

SEV-PRGF 

102 

3*6 

866 

31. C 

SEV-UNS  PEC 

9 

0.3 

875 

31.3 

PROF-NO  1 SIGN 

5 

0.2 

880 

31.5 

PROF-MOD 

11 

0.4 

691 

31.9 

PROF-SEV 

151 

5.4 

1042 

37.3 

PROF-PRCF 

1741 

62*3 

2783 

99.5 

ONSPtC-NQT  SIGN 

13 

0.5 

2796 

100.0 
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T AS Lt  4 — 3 Y FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  1 Q-ADAPT  X VE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FaCILITY=BLACK  MOUNTAIN 

CUMULATIVE  CUMULATIVE 

IQ  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NOT  STATED 

Z 

• 

• 

NOT  SIGNIFICANT 

2 

1*8 

2 

1*8 

MILD 

L 

1*6 

4 

3*5 

MODERATE 

3 

2*6 

7 

6*1 

SEVcRE 

21 

13*4 

28 

24*6 

PROFOUND 

36 

75.4 

114 

1C0.0 

AB 

ADAPTIVE 

FREQUENCY 

BBhAVIGR 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

9 

• 

NUT  SIGNIFICANT 

2 

1*3 

2 

1.8 

MILD 

1 

0*9 

3 

2.6 

MODERmTE 

4 

3.5 

7 

6.1 

SEVcRE 

25 

21*9 

32 

28.1 

PRGFGU  ND 

31 

71*1 

113 

99.1 

UNSPECIFIED 

1 

0*9 

114 

100.0 

LEVEL 

COMBINED 

FREQUENCY 

IQ  AND  AB 
PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

• 

2 

• 

• 

• 

NOT  SIGN-NGT  SIG 

1 

0.9 

1 

0.9 

NOT  SIGN-PROF 

1 

0.9 

2 

1.3 

MILD-MILD 

i 

0.9 

3 

Z • 6 

MILD- PR OF 

1 

-M. 

0.9 

4 

3.5 

MOD-MOD 

2 

1.8 

6 

5.3 

MOD-PROF 

1 

0.9 

7 

6.1 

SEV-NOT  SIGN 

1 

0.9 

8 

7.0 

ScV-MGD 

1 

0.9 

9 

7.9 

sev-sev 

17 

14.9 

26 

22.3 

SEV-PROF 

2 

1.8 

28 

24*6 

PROF-MQC 

1 

0.9 

29 

25.4 

PROF-SEV 

3 

7.0 

37 

32.5 

PRGF-PR  CF 

76 

66.7 

113 

99.1 

UNSPEC-NOT  SIGN 

1 

0.9 

114 

100.0 

I 
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TABLE  *4  - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  Ur  iQ-ACAPTIVE  bEHAVIQR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 


FACILITY=MURDOCH 


IQ 

FRcQUENC  1 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

lb 

• 

9 

• 

NOT  SIGNIFICANT 

1 

0.1 

1 

C.l 

MI  Lj 

10 

2.0 

16 

2.1 

MODERATE 

4l 

5 « 8 

60 

7.9 

SEVERE 

147 

19.4 

207 

27.3 

PROFOUND 

551 

72.7 

753 

100. C 

A3 

adapt i v 

FREvUENC  Y 

E BEHAVIOR 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

16 

A 

• 

NOT  SIGNIFICANT 

V 

0.7 

5 

0.7 

MILD 

11 

1.5 

16 

2.1 

MODERATE 

40 

6.7 

59 

7.8 

SEVERE 

142 

16.7 

201 

2t>  • 5 

PROFOUND 

550 

73.0 

754 

99.5 

UN SPEC  IF I ED 

4 

0.5 

758 

100.0 

lE  VEL 

COMBINED  IQ  ANu  AB  LEVEL 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

• 

16 

• 

• 

9 

NOT  SIGN-NOT  SI<j 

0.1 

1 

0.1 

MILD-MI LD 

8 

1.1 

9 

1.2 

MILD-MOD 

A 

0.7 

14 

1.8 

MILD-SE V 

7 

0.3 

16 

2-1 

MOD-MILE 

? 

0.3 

18 

2.4 

MOD-MOD 

23 

3.0 

41 

5*4 

MOD-SEV 

12 

1.6 

53 

7.0 

MOD-PROF 

1 

0.9 

60 

7.9 

SEV-MILC 

1 

0.1 

61 

8.0 

SEV-MGD 

12 

1.6 

73 

9.6 

SEV-SEV 

94 

12.4 

167 

22.0 

SEV-PROF 

39 

5.1 

206 

27.2 

SEV-UNSPEC 

0.1 

207 

27.3 

PR0F-NC7  SIGN 

4 

0.5 

211 

27.8 

PROF-MGL 

3 

0.4 

214 

23.2 

PRUF-SEV 

3l 

4.5 

248 

32.7 

PROF-PRCF 

507 

66*9 

755 

99. c 

UnSPEC-NOT  SIGN 

3 

0.4 

758 

100. C 
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TABLE  4 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEhAVIOR  LEVELS 


FACILITY -0 BERRY 


CUMULATIVE  CUMULATIVE 


IQ 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

MILD 

1 

0.2 

1 

0.2 

MODERATE 

12 

2.4 

13 

2.6 

SEV tRE 

74 

14.8 

87 

17.4 

PROFOUND 

413 

82*6 

500 

ICO.  G 

A3 

ADAPTIV 

FREQUENCY 

E BEHAVIOR 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  SIGNIFICANT 

L. 

0*4 

2 

0.4 

MILD 

2 

0*4 

4 

0.8 

MODERATE 

13 

2*0 

17 

3*4 

SEVERE 

8 6 

17.6 

105 

21.0 

PROFOUND 

394 

73.8 

499 

99.8 

UNSPEC  IFIED 

1 

0.2 

500 

100.0 

LEVEL 

COMBINED 

FREQUENCY 

IQ  AND  A3  LEVEL 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

MILD- SEV 

1 

0.2 

1 

0.2 

MOD-MOD 

0 

1.2 

7 

1.4 

MGD-SEV 

o 

1.2 

13 

2.6 

SEV-MILC 

<L 

0.4 

15 

3.0 

StV-MOD 

K 

1.0 

20 

4.0 

SEV-SEV 

5 4 

10.8 

74 

14*8 

SEV-PRQF 

18 

2.6 

37 

17.4 

PROF-NCT  SIGN 

1 

G • 2 

83 

17.6 

PROF-MGE 

'1 

A- 

0*4 

90 

18.0 

PROF-SE V 

26 

5*6 

118 

23*6 

PROF-PRCF 

331 

76.2 

499 

99.8 

UNSPEC-NOT  SIGN 

I 

0.2 

500 

100.0 
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TABLE  4 - BY  FACILITY  - FY 87 
FREQ  DISTRIBUTION  uF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY=CASWELL 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

5 

• 

• 

• 

NOT  SIGNIFICANT 

4 

0 » 4 

4 

0.4 

MILD 

22 

2.3 

26 

2.7 

MODERATE 

99 

10.4 

125 

13.1 

SEVERE 

233 

24.4 

358 

37.5 

PROFOUND 

3 Vo 

62.5 

954 

100.0 

AB 

ADAPT  IV 
FREQUENC V 

E BEHAVIOR 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

5 

• 

• 

• 

NOT  SIGNIFICANT 

1 

0.1 

1 

C.l 

MI  LD 

35 

3.7 

36 

3*8 

MGDER A 1 E 

j.12 

li.7 

148 

15.5 

SEVERE 

226 

23.7 

374 

39.2 

PROFOUND 

5ol 

53.3 

935 

98.0 

UNSPEC  IF I ED 

19 

2.0 

954 

100. 0 
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TABLE  A - BY  FACILITY  - FY87 
FREw  DISTRIBUTION  OF  Xa~ADAPTIVE  BEHAVIOR  LEVELS-ANID 
COMdINLD  IQ  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FAC1LITY=CASWELL 

COMBINED  IQ  AND  AB  LEVEL 


CUMULATIVE  CUMULATIV 


LEVEL 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

• 

5 

• 

• 

• 

NOT  SIGN-NOT  SIG 

1 

G.l 

1 

0.1 

NOT  SIGN-MOD 

1 

0.1 

2 

0.2 

NOT  SIGN-SEV 

1 

o.l 

3 

C • 3 

NOT  SIGN-PROF 

1 

0.1 

4 

0.4 

M1LD-MI ID 

9 

0.9 

13 

1.4 

MILD-MOD 

10 

1.0 

23 

2.4 

M1LD-SE \ 

1 

0.1 

24 

2.5 

MILD-PRCF 

1 

0.1 

25 

2.6 

M ILD-UN  SPEC 

1 

0.1 

26 

2.7 

MOD-MILD 

13 

1.4 

39 

4.1 

MOD-MOD 

52 

5*5 

91 

9.5 

MOD-SEV 

23 

2.4 

114 

11.9 

MOD-PROF 

7 

G.7 

121 

12.7 

MOD-OnSPEC 

4 

0*4 

125 

13.1 

SEV-M1LE 

13 

1.4 

138 

14.5 

SEV-MCO 

44 

4*6 

182 

19.1 

SEV-SEV 

134 

14.0 

316 

33.1 

SEV-PROF 

3 A 

3 . B 

350 

36*7 

SEV-UNSPEC 

6 

0.8 

358 

37.5 

PROF-MOT 

5 

0.5 

363 

38.1 

PROF-SEV 

o7 

7.0 

430 

45.1 

PROF-PRCF 

die 

54.3 

948 

99.4 

UNSPEC-NQT  SIGN 

6 

0.6 

954 

10G.0 
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TABLE  A - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  lw  AND  ADAPTIVE  BEHAVIOR  LEVELS 

FACILITY-WESTERN  CAROLINA 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

3 

• 

• 

• 

MILD 

3 

1.7 

8 

1.7 

MODERATE 

48 

10.2 

56 

11.9 

SEVERE 

139 

29.0 

195 

41.5 

PRCFuUND 

275 

58.5 

470 

10C.0 

A3 

ADAPTIVE 

FREQUENCY 

BEHAVIOR 

CUMULATIVE 
PtRCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

3 

• 

• 

% 

MILD 

11 

2.3 

11 

2 • 3 

MODERATE 

57 

12.1 

68 

14.5 

SEVERE 

127 

27.0 

195 

41.5 

PROFOUND 

273 

58.1 

468 

99.o 

UNSPEC  1FIED 

L. 

0.4 

470 

100.0 

LEVEL 

COMBINED  IQ  AND  AB 
FREQUENCY  PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

o 

3 

• 

• 

• 

MILD-MILD 

6 

1.3 

6 

1.3 

MILD- MOD 

l 

C.2 

7 

1.5 

MILD-SEV 

1 

0.2 

8 

1.7 

MCD-MILD 

2 

0.4 

10 

2.1 

MOD-MOD 

40 

8*5 

50 

10.6 

MOD-SEV 

6 

1.3 

56 

11.9 

SEV-MILl 

0*6 

59 

12.6 

SEV-MOD 

16 

3*4 

75 

16.0 

SEV-SEV 

106 

22.6 

181 

38.5 

SEV-PROF 

14 

3.0 

195 

41.5 

PROF-SEV 

14 

3.0 

209 

q4.  5 

PRCF-PRCF 

259 

55*1 

468 

99.6 

UNSPEC-NOT  SIGN 

L. 

0.4 

470 

100.0 
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TABLE  5-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  F Y87-FR  EQUENC Y DISTRIBUTION  GF  INCIDENCE  OF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 


CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

1818 

1004 

• 

100.0 

• 

1004 

• 

100.0 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2248 

574 

• 

1 0 U • 0 

• 

574 

• 

100.0 

AUTISM 

AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2786 

36 

• 

100.0 

• 

36 

• 

10G.0 

OTHER 

NEUROLOGICAL  DISORDERS 

CTH 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

2750 

72 

• 

100.0 

• 

72 

• 

100.0 

AMBULATION 


A NBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

26 

• 

• 

• 

AMBULATORY 

1989 

71.1 

1989 

71.1 

NON  AMBLL  MOBILE 

268 

9.6 

2257 

80.7 

NON  AMBLL  NON  MO 

539 

19.3 

2796 

100.0 
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TABLE  5-TOTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY87-FREwUENCY  DISTRIBUTION  OF  INCIDENCE  OF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 


IMPAIRMENT  OF  SPECIAL  SENSES 

CUMULATIVE  CUMULATIVE 

ISS  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NCT  STATED 

26 

• 

• 

• 

NO  SENSCRY  IMPAI 

£U20 

72.2 

2020 

72.2 

DEAF 

43 

1.5 

2063 

73.8 

HEARING  HANDICAP 

115 

4.1 

2178 

77.9 

BLIND 

£11 

7.5 

2389 

85.4 

VISUAL  HANDICAP 

240 

5.6 

2629 

94.0 

DEAF  BLIND 

32 

1.1 

2661 

9 5.2 

BLIND  AND  HEARIN 

37 

1.3 

2698 

96.5 

DEAF  AN E VISUAL 

7 

0.3 

2705 

96.7 

HEARING  AND  VISU 

26 

0.9 

2730 

97.6 

OTmcR  IMPAIRMENT 

66 

2. 4 

2796 

100.0 

DFE 

DISUKDtR  Or 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

26 

• 

• 

• 

NO  DISORDER 

660 

23.6 

o60 

23*6 

NO  SPEECH 

12Ul 

46.6 

1964 

70.2 

MOTOR  DISORDER  S 

299 

10.7 

2263 

80. 9 

PERCEPTLAL  DISOR 

32 

l.l 

2295 

82.1 

MIXED  OTHER 

501 

17.9 

2796 

100.0 

FI 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

26 

• 

• 

• 

NO  PSYCHIATRIC  I 

23C2 

82.3 

2302 

82.3 

PSYCHOSES 

134 

4.3 

2436 

87.1 

NEUROSES 

10 

0.4 

2446 

87.5 

CHARACTER  DISGRu 

84 

3.0 

2530 

90.5 

PSYCHGPHYSIQ  DIS 

31 

1.1 

2561 

91.6 

OTHER  P SYCHIATRI 

235 

8.4 

2796 

100.0 

-26 
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TABLE  5-TGTALS  FOR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY87-FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR1 


A CD  IS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

233 

10.2 

288 

10.2 

1 

702 

24.9 

990 

35.1 

2 

813 

29.0 

1808 

o4  • 1 

3 

591 

20.9 

2399 

85.0 

A 

336 

11.9 

2735 

96.9 

5 

73 

2.8 

2813 

99.7 

6 

9 

0.3 

2822 

100.0 

1 Mean  Number  of  Additional  Disabilities  ....  2.1 


Median  Number  of  Additional  Disabilities  . . 2.0 
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TABLE  5 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FAC I LIT Y=3 LACK  MOUNTAIN 

CEREBRAL  PALSY 

CUMULATIVE 

CUMULATIVE 

CP 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

hO 

93 

• • 

• 

YES 

23 

1CO.Q  23 

100.0 

EPILEPSY 

CUMULATIVE 

CUMULATIVE 

EP1 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

NO 

61 

• • 

• 

YES 

35 

100.0  35 

100.0 

AUTISM 


AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

115 

• 

• 

• 

YES 

1 

100*0 

1 

100.0 

OTHER  NEUROLOGICAL  DISORDERS 


CUMULATIVE  CUMULATIVE 


CTH 

FREQUENCY 

PckC  ENT 

FREQUENCY 

PERCENT 

NO 

114 

• 

• 

• 

YES 

2 

100.0 

2 

100.0 

AMBULATION 


A NBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

• 

• 

• 

AM6ULATCRY 

53 

46.5 

53 

46.5 

NON  AMBLL  MOBILE 

29 

25.4 

82 

71-9 

NON  AMBLL  NON  MG 

32 

23.1 

114 

100.0 

-28- 
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TABLE  3 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACI LI TY=3LACN  MOUNTAIN 


I ss 

IMPAIRMENT  OF  SPECIAL  SENSES 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

e 

• 

• 

NO  SENS  CRY  IMPAI 

67 

56.8 

67 

58.8 

DEAF 

3 

2.6 

70 

61.4 

HEARING  HANDICAP 

4 

3.5 

74 

64.9 

BLIND 

b 

7.0 

82 

71.9 

VISUAL  HANDICAP 

16 

14.0 

98 

86.0 

DEAF  BLIND 

3 

2.6 

101 

88.6 

BLIND  AND  HEARIN 

1 

0.9 

102 

89*5 

DEAF  AND  VISUAL 

± 

0.9 

103 

90.4 

HEARING  AND  VISU 

1 

6*1 

110 

96.5 

OTHER  IMPAIRMENT 

4 

3.5 

114 

100.0 

D Ft 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

• 

• 

• 

NO  DISORDER 

2c 

22.3 

26 

22.8 

NO  SPEECH 

65 

57.0 

91 

79.8 

MOTOR  DISORDER  S 

9 

7.9 

100 

37.7 

PERCEPTLAL  DISCR 

> 

Lm 

1.3 

102 

89.5 

MIXED  OTHER 

12 

10.5 

114 

100.0 

PI 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

P 

• 

• 

• 

NO  PSYCHIATRIC  I 

102 

69*5 

102 

89.5 

PSYCHOSES 

1 

0.9 

103 

90.4 

NEUROSES 

1 

0.9 

104 

91.2 

PSYCHOPHYSIO  DIS 

1 

0.9 

105 

92.1 

OTHER  P SYCHIATRI 

9 

7.9 

114 

100.0 

-29- 
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TABLE  5 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENIAL  RETARDATION  CENTER  RfcSIDENT S 

FACILITY  = BLACK  .MOUNTAIN 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR1 


ACDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

12 

10.3 

12 

10.3 

1 

20 

17.2 

32 

27.6 

2 

33 

28.4 

65 

56*0 

3 

2c 

22*4 

91 

78.4 

4 

21 

18.1 

112 

96.6 

5 

3 

2.6 

115 

99.1 

6 

1 

0.9 

116 

ico.c 

1 Mean  Number  of  Additional  Disabilities  ....  2.3 

Median  Number  of  Additional  Disabilities  ..  2.0 
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TABLE  5 - 3 Y FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACILITY® 

MURDOCH 

CEREBRAL 

PALSY 

CP 

FREQUENCY 

P t.  R C E N T 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

495 

279 

<9 

100.0 

• 

279 

• 

100.0 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

4G9 

205 

• 

100.0 

• 

235 

• 

1G0.0 

AUTISM 

AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO  / 7 3 • • • 

YES  1 IOO. 0 1 100.0 


OTHER  NEUROLOGICAL  DISORDERS 

CUMULATIVE  CUMULATIVE 

CTH  FREQUENCY  PEkCENT  FREQUENCY  PERCENT 


NO  774 


AMBULATION 


A FBU 

FREqUENC  y 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

16 

• 

• 

• 

AMBULATCRY 

55  5 

73.2 

555 

73.2 

NON  AMBLL  MOBILE 

6 3 

3*3 

618 

31.5 

NON  AMBLL  NON  MC 

140 

18.5 

753 

100.0 
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TABLE  5 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENIAL  RETARDATION  CENTER  RESIDENTS 

FACILITY  =MURDQCH 


I ss 

IMPAIRMENT 

FREQUENCY 

OF  SPECIAL 
PERCENT 

SENSES 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

16 

• 

• 

NO  SENSCRY  IMPAI 

565 

74.5 

565 

74.5 

DEAF 

1C 

1.3 

575 

75.9 

HEARING  HANDICAP 

23 

3.0 

598 

78.9 

BLIND 

59 

7.3 

657 

86.7 

VISUAL  HANDICAP 

64 

3.4 

721 

95.1 

DEAF  BLIND 

5 

0.7 

726 

95.8 

BLIND  AND  HEARIN 

14 

1.8 

740 

97.6 

HEARING  AND  VISU 

5 

0.7 

745 

98.3 

OTHER  I MPAIRMENT 

13 

1.7 

758 

100.0 

DP  £ 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

16 

• 

• 

• 

NO  DISORDER 

171 

22.6 

171 

22.6 

NO  SPEECH 

352 

46. 4 

523 

69.0 

MOTOR  DISORDER  S 

102 

13.5 

625 

82.5 

PERCEPTLAL  DISOR 

9 

1.2 

634 

83*6 

MIXED  OTHER 

124 

1 6 • 4 

758 

ico.o 

PI 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

io 

• 

• 

• 

NO  PSYCHIATRIC  I 

622 

32.1 

622 

82.1 

PSYCHOSES 

51 

6.7 

673 

88*8 

NEUROSES 

7 

0.9 

680 

89.7 

CHARACTER  DISORD 

3 

0.4 

683 

90.1 

PSYCHOPHYSIO  DIS 

0.3 

685 

90.4 

OTHER  P SYCHIATRI 

73 

9.6 

758 

100.0 

-32- 
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TABLE  5 * 3 Y FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC IL IT Y= MURDOCH 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR1 


CUMULATIVE  CUMULATIVE 


ALOIS 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

0 

72 

9.3 

72 

9.3 

1 

193 

24.9 

265 

34.2 

C 

225 

29.1 

490 

63  • 3 

3 

135 

17.4 

625 

60.7 

4 

109 

14.1 

734 

94.8 

3 

40 

5.2 

774 

100.0 

Mean  Number  of  Additional  Disabilities  ....  2.2 


Median  Number  of  Additional  Disabilities 


• • 


2.0 
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TA3LE  5 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACILITY* 

□BERRY 

CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

264 

236 

• 

100.0 

• 

236 

• 

100.0 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

469 

31 

• 

10C.C 

• 

31 

• 

100.0 

AUTISM 

AUT 

FREQUENCY 

PERC  ENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO  496  • • • 

YcS  4 10G. 0 4 10C.O 


GTrlER  NEUROLOGICAL  DISORDERS 

CUMULATIVE  CUMULATIVE 

CTH  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO  490  . • • 

YES  10  100.0  10  100.0 


AMBULATION 


A N3U 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

AMBULATCRY 

330 

6b  . 0 

330 

66.0 

NON  AMBLL  MOBILE 

4c> 

9.2 

376 

75.2 

NON  AMBLL  NON  MO 

124 

24.3 

500 

100.0 

-34- 
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TABLE  6 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FaCILITY=OBERRY 

IMPAIRMENT  OF  SPECIAL  SENSES 

CUMULATIVE  CUMULATIVE 

ISS  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NO  SENSCRY  IMPAI 

351 

70.2 

351 

70.2 

D E AF 

3 

0.6 

354 

70.8 

HEARING  HANDICAP 

44 

3.3 

398 

79.6 

BLIND 

77 

15.4 

475 

95.0 

VISUAL  HANDICAP 

7 

1.4 

482 

96.4 

DEAF  BLIND 

n 

u 

0.4 

484 

96.6 

BLIND  AND  HEARlN 

9 

1.6 

493 

96.6 

OTHER  IMPAIRMENT 

7 

1.4 

500 

100.0 

DPt: 

DISORDER  CF 
FREQUBNC Y 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO  DISORDER 

2o 

5*2 

26 

5.2 

NO  SPEECH 

337 

b7  • 4 

363 

72.6 

MOTOR  DISORDER  S 

92 

13.4 

455 

91.0 

PERCEPTLAL  DISOR 

2 

0.4 

457 

91.4 

MIXED  OTHER 

43 

3.6 

500 

100.0 

PSYCHIATRIC  IMPAIRMENT 


FI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO  PSYCHIATRIC  I 

344 

68.8 

344 

68  *8 

PSYCHOSES 

18 

3.6 

362 

72.4 

NEUROSES 

0.2 

363 

72.6 

CHARACTER  DlSORD 

63 

12.6 

426 

85.2 

PSYCHOPHYSIO  DIS 

16 

3.2 

442 

88.4 

OTHER  P SYCHIATRI 

58 

11.6 

500 

100.0 

-35- 


TABLE  3 — BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAClLlTY=OBERRY 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR1 


CUMULATIVE  CUMULATIVE 


ADDIS 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

0 

6 

1.2 

6 

1.2 

1 

30 

16.0 

86 

17.2 

2 

186 

37.2 

272 

54.4 

3 

145 

29.0 

417 

83.4 

4 

73 

14.6 

490 

98.0 

5 

9 

1.3 

499 

99.8 

6 

1 

0.2 

500 

1C0.0 

1 Mean  Number  of  Additional  Disabilities  ....  2.5 


Median  Number  of  Additional  Disabilities  ..  2.0 


-36- 





TABLE  5 - 3 Y FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY =C AS WELL 


C EREbR AL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

VES 

676 

283 

• 

1C0.0 

• 

283 

• 

10G.0 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

730 

179 

• 

1 U C • 0 

e 

179 

• 

1CG.0 

AUTISM 

AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

943 

16 

• 

lOu.O 

• 

16 

• 

100.0 

OTHER 

NEUROLOGICAL  DISORDERS 

CTH 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

912 

47 

• 

100®  0 

• 

47 

• 

100.0 

AMBULATION 


AMBU 

FRcQUcNCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

5 

• 

0 

• 

AMBULATORY 

747 

78.3 

747 

78.3 

NON  AMBUL  MOBILE 

B 8 

9.2 

835 

87.5 

NON  AMBLL  NON  MO 

119 

12.5 

954 

100.0 

-37- 
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TABLE  5 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


I ss 

FACILITY^CASWELL 
IMPAIRMENT  OF  SPECIAL  SENSES 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NGT  STATED 

5 

• 

• 

• 

NO  SENSCRY  IMPAI 

707 

74.1 

707 

74.1 

DEAF 

16 

1.7 

123 

75.8 

HEARING  HANDICAP 

25 

2.6 

748 

78.4 

BLIND 

29 

3.3 

777 

81.4 

VISUAL  HANDICAP 

107 

11.2 

884 

92.7 

DEAF  BLIND 

11 

1.2 

895 

93*8 

BLIND  AND  HEARIN 

6 

0*6 

901 

94.4 

DEAF  AND  VISUAL 

5 

0*5 

906 

95.0 

HEARING  AND  VISU 

9 

0.9 

915 

95.9 

OTHER  IMPAIRMENT 

39 

4.1 

954 

100.0 

DISORDER  OF 

PERCEPT  £ 

EXPRESS 

CUMULATIVE 

CUMULATIVE 

DFE 

FREGUtNC Y 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

5 

• 

• 

• 

NO  DISORDER 

307 

32. Z 

307 

32.2 

NO  SPEECH 

293 

30*7 

600 

62.9 

MOTOR  DISORDER  S 

77 

3.1 

677 

71.0 

PERCEPTLAL  DISOR 

8 

0.8 

685 

71.8 

MIXED  OTHER 

<:o9 

Z8.2 

954 

100.0 

PS YCHIATR 

1C  IMPAIRMENT 

CUMULATIVE 

CUMULATIVE 

FI 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

3 

• 

* 

• 

NO  PSYCHIATRIC  I 

641 

83. Z 

841 

88.2 

PSYCHOSES 

41 

4.3 

382 

92.5 

CHARACTER  DISORD 

11 

1.2 

893 

93.6 

PSYCHOPHYSIO  DIS 

5 

0.5 

898 

94.1 

OTHER  P SYCHIATRI 

56 

5.9 

954 

100. C 
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TABLE  5 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACILITY=CASW£LL 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR1 


4EDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

149 

15.5 

149 

15.5 

1 

282 

29.4 

431 

44.9 

2 

257 

t.6.3 

688 

71.  7 

3 

174 

13.1 

862 

89.9 

4 

6 8 

7.1 

930 

97.0 

5 

25 

2.6 

955 

99.6 

6 

4 

0.4 

959 

100.0 

1 Mean  Number  of  Additional  Disabilities  ....  1.8 


Median  Number  of  Additional  Disabilities  . . 2.0 
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TABLE  5 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  I LI TY  = WESTERN  CAROLINA 


CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

290 

183 

• 

100.0 

• 

133 

• 

1C0.0 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

429 

44 

• 

100.0 

• 

44 

• 

10C.0 

AUTISM 

AUT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

459 

14 

• 

100.0 

• 

14 

• 

10C.0 

OTHER  NEUROLOGICAL  DISORDERS 


CUMULATIVE  CUMULATIVE 


CTH 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NO 

460 

• 

• 

• 

YES 

13 

100.0 

13 

100.0 

AMBULATION 


A FBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

0 

• 

• 

• 

AMBULATORY 

304 

64.7 

304 

64.7 

NON  AMBLL  MGBILE 

42 

8.9 

346 

73*6 

NON  AMBLL  NGN  MO 

124 

26.4 

470 

100.0 
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TABLE  3 - BY  FACILITY  - FY87 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISAoILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACILI TY=WESTERN  CAROLINA 


I ss 

IMPAIRMENT  uF  SPECIAL 
FREQUENCY  PERCENT 

SENSES 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO  T STATED 

3 

• 

• 

• 

NO  SENS  CRY  IMPAI 

330 

70.  2 

330 

70.2 

DEaP 

11 

2.3 

341 

72.6 

HEARING  HANDICAP 

19 

4.0 

360 

76*6 

b L I N D 

38 

8.1 

398 

84.7 

VISUAL  HANDICAP 

4o 

9.3 

444 

94.5 

DEAF  BLIND 

11 

2*3 

455 

96  *8 

BLIND  AND  HEAR IN 

7 

1.5 

462 

98.3 

DEAF  AND  VISUAL 

1 

0.2 

463 

98.5 

HEARING  AND  VISU 

A 

0.9 

467 

99.4 

OTHER  I IMPAIRMENT 

J 

0.6 

470 

100. C 

D PE 

DISORDER  OF 
PREmUcNC  Y 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

3 

• 

• 

• 

NO  DISORDER 

130 

27.7 

130 

27.7 

NC  SPEECH 

28  7 

5a.  7 

337 

8 2*3 

MCTCR  DISORDER  S 

19 

4*0 

406 

86.4 

PERCEPTUAL  DISOR 

11 

2.3 

417 

38.7 

MlXcD  GTntR 

53 

11*3 

470 

100.0 

PI 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

3 

• 

• 

• 

NO  PSYCHIATRIC  I 

393 

83.6 

393 

83*6 

PSYCHOSES 

23 

4.9 

4l6 

88.5 

NEUROSES 

A 

0.2 

417 

88.7 

CHARACTER  DISORD 

7 

1.5 

424 

90.2 

PSYCHOPHYSIO  DIS 

7 

1.5 

431 

91.7 

OTHER  P SYCHIATR  I 

39 

8.3 

470 

100.0 
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7A3LE  5 - BY  FACILITY  - FY67 
FREQ  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
01  SABI LITILS  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACILITY-WESTERN  CAROLINA 
NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR1 


ALOIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULA7IV 

PERCENT 

0 

A 9 

10.  A 

49 

10  * A 

1 

127 

«_  6 ® 3 

176 

37.2 

2 

117 

2 A » 7 

293 

6l « 9 

3 

111 

b3 .5 

404 

86.  A 

A 

6 5 

13.7 

469 

99  » 2 

5 

1 

0*2 

470 

99.4 

6 

3 

0 • t> 

473 

100.0 

1 Mean  Number  of  Additional  Disabilities  ....  2.1 

Median  Number  of  Additional  Disabilities  . . 2.0 
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This  is  a Mental  Health  Client  Information  annual  report  on  the  resident 
population  of  the  State  Mental  Retardation  Centers  produced  from  the  annual 
compilation  of  resident  population  and  on- leaves.  Respite  care  clients  are 
not  included. 

This  report  presents  selected  characteristics  of  the  resident  and  on-leave 
population  at  each  of  the  five  North  Carolina  Centers  for  the  Mentally 
Retarded  on  June  30,  1988.  Frequency,  percentage,  and  cumulative 
distributions1  are  provided  for  age,  race,  and  sex  groups;  age  at  admission; 
length  of  stay  categories;  level  of  IQ  and  adaptive  behavior  impairments;  and 
incidence  of  disabilities  in  addition  to  mental  retardation.  Resident 
population  trends  for  the  past  fifteen  fiscal  years  are  presented  in  a graph 
under  Table  1 . 

Some  of  the  key  points  of  the  reports  are: 

- There  has  been  a 36  percent  decrease  in  the  resident  and  on-leave  population 
from  June  30,  1974  to  June  30,  1988. 

- For  the  population  in  residence  on  June  30,  1988: 

— 42  percent  were  admitted  between  the  age  of  six  and  twelve  years. 

— the  mean  age  of  the  residents  was  36.5  years;  the  median  was  35  years. 

— the  mean  length  of  stay  was  19.6  years;  the  median  was  20.6  years. 

— over  77%  have  been  residents  in  excess  of  five  years. 

— 63%  of  the  residents  were  profoundly  impaired  in  both  intellectual 
functioning  and  adaptive  behavior. 

— the  mean  number  of  disabilities  in  addition  to  mental  retardation 
was  2.1;  the  median  was  2.0. 


1 Frequency  and  percentage  distributions  were  based  on  successive  additions. 
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rapFILE  SUMMARY 


RESIDENT  POFlflATION  TRENDS 

On  June  30,  1988  the  resident  and  on-leave  population  at  the  five  State  Mental 
Retardation  Centers  totaled  2715  persons.  This  represents  a 36  percent 
decline  from  the  end  of  fiscal  year  1974  when  the  resident  and  on-leave 
population  was  4233  persons. 

Over  the  past  fifteen  fiscal  years  the  resident  population  at  each  of  the 
state  facilities  for  the  mentally  retarded  has  declined.  Although  Western 
Carolina  Center  experienced  periods  of  population  growth  during  the  late 
1970’ s and  early  1980's  they,  like  all  the  MRC's,  have  had  a general  decline 
in  numbers  of  residents  since  peaking  in  1971. 

AGE  - RACE  - SEX 

Breakdowns  on  the  demographic  variables  of  age,  race,  and  sex  are  shown  in 
Table  2.  Over  three  quarters  (2127)  of  the  residents  of  the  five  State  Mental 
Retardation  Centers  were  under  45  years  of  age.  The  mean  age  of  the  residents 
was  35.7  years. 

The  resident  and  on- leave  population  on  June  30,  1988  was  approximately 
seventy  percent  (1911)  white  and  thirty  percent  (804)  non-white.  Males 
accounted  for  57  percent  (1550)  of  the  population  while  females  accounted  for 
43  percent  (1165)  of  the  resident  population. 

AGE  AT  ADMISSION  - LENGTH  OF  STAY 

Data  are  presented  in  Table  3 on  admission  characteristics.  About  42  percent 
(1133)  of  the  2715  residents  at  the  State’s  Mental  Retardation  Centers  were 
admitted  between  the  ages  of  six  and  twelve  years.  The  mean  admission  age  for 
residents  was  17.5  years  while  the  median1  age  at  admission  was  14  years. 


The  mean  length  of  stay  for  the  resident  and  on-leave  population  on  June  30, 
1988  was  19.6  years.  The  median  length  of  stay  was  20.7  years.  The  variable, 
length  of  stay,  is  based  upon  the  number  of  days  between  a person’s  admission 
date  and  the  date  of  the  close  of  the  fiscal  year  being  reported  upon.  For 
presentation  in  this  report  length  of  stay  is  grouped  into  subcategories  of 
months  and  years. 


1 If  the  observations  are  ranked  in  order  from  smallest  to  largest,  the  median 
is  defined  as  the  middle  observation. 
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IQ  - ADAPTIVE  BKHAVTOR  T.KWI.q 


Table  4 provides  data  and  IQ  and  adaptive  behavior  (AB)  levels.  The  greatest 
percentage  (69  percent)  of  residents  at  the  MR  Centers  are  profoundly  impaired 
in  intellectual  functioning  and  67  percent  are  profoundly  impaired  in  adaptive 
behavior . 

When  IQ  and  AB  levels  are  combined  over  86  percent  (2,297)  of  the  residents 
are  found  severely  or  profoundly  impaired  in  both  intellectual  functioning  and 
adaptive  behavior. 


ADDITIONAL  DISABILITIES 

Almost  90  percent  (2,424)  of  the  residents  of  the  mental  retardation  centers 
had  disabilities  in  addition  to  mental  retardation.  Data  presented  in  Table  5 
details  the  incidence  of  additional  disabilities  among  the  resident  population 
at  the  close  of  fiscal  year  1988. 

The  most  frequently  occurring  neurological  disorder  was  cerebral  palsy, 
followed  by  epilepsy.  Nearly  36  percent  (967)  of  the  residents  had  cerebral 
palsey,  while  nearly  21  percent  (568)  had  epilepsy. 

Approximately  29  percent  (779)  of  the  resident  and  on-leave  population  had 
ambulatory  problems.  Among  these  residents,  33  percent  were  non-ambulatory 
mobile  and  67  percent  were  non-ambulatory,  non-mobile. 

More  than  25  percent  (682)  of  the  resident  and  on-leave  population  had  some 
type  of  visual  or  hearing  impairment.  More  than  75  percent  (2,038)  of  the 
residents  at  the  mental  retardation  centers  had  a disorder  of  perception  and 
expression,  with  "no  speech"  being  the  most  prevalent  disorder.  When  cross 
tabulations  were  performed  on  the  variable,  "visual  or  hearing  impairment", 
and  the  variable,  "disorder  of  perception  and  expression",  it  was  found  that 
nearly  23  percent  (622)  of  the  mental  retardation  center  residents  had  both  a 
visual  or  hearing  impairment  and  a disorder  of  perception  and  expression. 

Nearly  18  percent  (486)  of  the  resident  and  on-leave  population  had  some  type 
of  psychiatric  impairment.  Character  disorders  (3  percent)  and  psychoses  (5 
percent)  were  the  most  frequently  occurring  disorders. 

Among  the  resident  population  the  number  of  disabilities  in  addition  to  MR 
ranged  from  0 to  6,  with  a mean  of  2.1.  Additional  disabilities  considered 
are  epilepsy,  cerebral  palsy,  autism,  other  neurological  disorders, 
non-ambulation,  sensory  impairment,  disorders  of  perception  and  expression  and 
psychiatric  impairment. 
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TABLE  2-TCTALS  FCR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  F Y88- FREQUENCY  DISTRIBUTION  OF  AGE-RACE-SEX 

AGE  GROUP  1 


AGEGRP 

FREQUENCY 

PERCENE 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

6 TC  12  YEARS 

10 

0.4 

10 

0.4 

13  TO  17  YEARS 

49 

1.8 

59 

2.2 

18  TC  2 0 YEARS 

85 

3.1 

144 

5.3 

21  TC  24  YEARS 

239 

8.8 

383 

14.1 

25  TO  34  YEARS 

957 

35.2 

1340 

49.4 

35  TC  44  YEARS 

787 

29.0 

2127 

78.3 

45  TO  54  YEARS 

327 

12.0 

2454 

90.4 

55  TO  64  YEARS 

159 

5.9 

2613 

96.2 

65  AND  CLOEP 

102 

3.8 

2715 

1C0.0 

CUMULATIVE 

CUMULATIVE 

RACE 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

I 

2 

0.1 

2 

0.1 

792 

29.2 

794 

29.2 

C 

1 

0.0 

795 

29.3 

l 

9 

0.3 

804 

29.6 

fc 

1911 

70.4 

2715 

100.0 

S£> 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

1165 

42.9 

1165 

42.9 

P 

1550 

57.1 

2715 

100.0 

1 Mean  Age  (Yrs.)  ....  36.5 
Median  Age  (Yrs.)  ..  35.0 
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TABLE  2 - BY  FACILITY  - FY88 
FREQUENCY  DISTRIBUTION  CF  ACE  - RACE  - SEX 

FAC IL ITY«BL  ACK  MOUNTAIN 

AGE  GROUP1 


AGEGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

6 TC  12  YEARS 

3 

2.5 

3 

2.5 

13  TC  17  YEARS 

6 

5.0 

9 

7.5 

18  TC  20  YEARS 

7 

5.8 

16 

13.3 

21  TO  24  YEARS 

10 

8.3 

26 

21.7 

25  TC  34  YEARS 

36 

30.0 

62 

51.7 

35  TO  44  YEARS 

31 

25.8 

93 

77.5 

45  TO  54  YEARS 

14 

11.7 

107 

8S.2 

55  TC  64  YEARS 

10 

8.3 

117 

97.5 

65  AND  CLOER 

3 

2.5 

120 

1CC.0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

9 

7.5 

9 

7.5 

k 

111 

92.5 

120 

100.0 

CUMULATIVE  CUMULATIVE 

SEX  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


F 

M 


58  48.3  58  4e.3 

62  51.7  120  1CC.0 


1 Mean  Age  (Yrs.)  ....  35.4 
Median  Age  (Yrs.)  ..  33.5 
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TABLE  2 - BY  FACILITY  - FYB8 
FREQUENCY  DISTRIBUTION  CF  ACE  - RACE  - SEX 

FACIL ITY=MURCCCH 

AGE  GROUP1 


AGEGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

6 TO  12  YEARS 

1 

0.1 

1 

C.l 

13  TO  17  YEARS 

6 

0.8 

7 

0.9 

18  TC  20  YEARS 

23 

3.1 

30 

4.0 

21  TC  24  YEARS 

58 

7.7 

88 

11.7 

25  TC  34  YEARS 

277 

36.8 

365 

48.5 

35  TO  44  YEARS 

233 

30.9 

598 

79.4 

45  TO  54  YEARS 

84 

11.2 

682 

90.6 

55  TC  64  YEARS 

48 

6.4 

730 

96.9 

65  AND  ELDER 

23 

3.1 

753 

1CC.0 

RACE 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

N 

209 

27.8 

209 

2 7.  8 

544 

72.2 

753 

100.0 

CUMULATIVE 

CUMULATIVE 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

320 

42.5 

320 

42.  5 

433 

57.5 

753 

1CC.0 

1 Mean  Age  (Yrs.)  ....  36.6 
Median  Age  (Yrs.)  ..  35.0 
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TABLE  2 - BY  FACILITY  - FY88 
FREQUENCY  DISTRIBUTION  CF  AGE  - RACE  - SEX 

FACIL  IT Y=0 BERRY 

AGE  GRC3UP  1 


AGEGPP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

18  TC  20 

YEARS 

12 

2.4 

12 

2.4 

21  TC  2 4 

YEARS 

53 

10.8 

65 

13.3 

25  TC  34 

YEARS 

171 

34.9 

236 

48.2 

35  TC  44 

YEARS 

163 

33.3 

399 

81.4 

45  TC  54 

YEARS 

65 

13.3 

464 

94.7 

55  TO  64 

YEARS 

19 

3.9 

483 

98.6 

65  AND  CLDEP 

7 

1.4 

490 

100. 0 

CUMULATIVE 

CUMULATIVE 

RACE 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

I 

1 

0.2 

1 

0.2 

N 

200 

40.8 

201 

41.0 

L 

8 

1.6 

209 

42.7 

V 

281 

57.3 

490 

100.0 

SEX 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

F 

215 

43.9 

215 

43.9 

N 

275 

56.1 

490 

1CC.0 

1 Mean  Age  (Yrs.)  ....  35.8 
Median  Age  (Yrs.)  ..  35.0 
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TABLE  2 - BY  FACILITY  FY88 
FREQUENCY  D 1ST R I8UT ICN  CF  ACE  - RACE  - SEX 

FACIL  ITY=CASW  ELL 

AGE  GROUP  1 


AGEGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

13  IC  1 7 YEARS 

9 

1.0 

9 

1.0 

18  1C  20  YEARS 

14 

1.6 

23 

2.6 

21  TO  24  YEARS 

48 

5.5 

71 

8.1 

25  TC  34  YEARS 

267 

30.4 

338 

38.5 

35  TC  44  YEARS 

256 

29.2 

594 

67.7 

45  TO  54  YEARS 

144 

16.4 

738 

84.1 

55  TC  64  YEARS 

71 

8.1 

809 

92.1 

65  AND  CLCER 

69 

7.9 

878 

100.0 

CUMULATIVE 

CUMULATIVE 

RACE 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

1 

0.1 

1 

0.1 

303 

34.5 

304 

34.6 

1 

0.1 

305 

34.  7 

573 

65.3 

878 

1G0.0 

SEX 

FREQUENCY 

PERCENT 

CUMUL  ATIVE 
FREQUENCY 

CUMULATIVE 

PERCENT 

F 

379 

43.2 

379 

43.2 

499 

56.8 

€78 

1CC.C 

1 Mean  Age  (Yrs.)  ....  40.5 
Median  Age  (Yrs.)  ..  38.0 
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TABLE  2 - BY  FACILITY  - FY08 
FREQUENCY  DISTRIBUTION  CF  AGE  - RACE  - SEX 

FAC ILIT Y=WEST  ERN  CAROLINA 

AGE  GROUP  1 


CUMULATIVE  CUMULATIVE 


AGEGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

6 

TC  12  YEARS 

6 

1.3 

6 

1.3 

13 

TO  17 

YEARS 

28 

5.9 

34 

7.2 

18 

TO  20 

YEARS 

29 

6.1 

63 

13.3 

21 

TC  24 

YEARS 

70 

14.8 

133 

28.1 

25 

TC  34 

YEARS 

206 

43.5 

339 

71.5 

35 

TC  44 

YEARS 

104 

21.9 

443 

93.5 

45 

TC  54 

YEARS 

20 

4.2 

463 

97.7 

55 

TC  64 

YEARS 

11 

2.3 

474 

1C0.0 

CUMULATIVE 

CUMULATIVE 

RACE 

FREQUENCY 

PERCENT 

FR EQUENCY 

PERCENT 

N 

71 

15.0 

71 

15.0 

C 

1 

0.2 

72 

15.2 

V 

402 

84.8 

474 

100.0 

CUMULATIVE  CUMULATIVE 

SEX 

FREQUENCY  PERCENT  FREQUENCY 

PERCENT 

F 

193 

40.7 

19  3 

40.  7 

H 

281 

59.3 

474 

ICC.C 

1 Mean  Age  (Yrs.)  ....  30.2 
Median  Age  (Yrs.)  ..  30.0 
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TABLE  3-TCTALS  FCR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY88-LENGTH  CF  STAY 
FREQUENCY  OISTRIBUTICN  CF  AGE  AT  ADMISSION 

AGE  AT  ADMISSION1 


CUMULATIVE  CUMULATIVE 

AAGGRP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


1 1C  5 YEARS 

56 

2.1 

56 

2.1 

6 TO  12  YEARS 

1133 

41,7 

1189 

43.  8 

13  TO  17  YEARS 

520 

19,2 

1709 

62.9 

18  TC  20  YEARS 

242 

8.9 

1951 

71.9 

21  TC  24  YEARS 

195 

7.2 

2146 

79.0 

25  TC  34  YEARS 

296 

10.9 

2442 

89.9 

35  TO  44  YEARS 

157 

5.8 

2599 

95.7 

45  TO  54  YEARS 

87 

3.2 

2686 

98.9 

55  TC  64  YEARS 

28 

1.0 

2714 

1C0.0 

65  AND  OLDER 

1 

0.0 

2715 

100.0 

LENGTH  OF  STAY  AT  MR  CENTER2 

CUMULATIVE 

STAY  FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

LESS  THAN  1 PC 

9 

0.3 

9 

0.3 

1 TC  6 MONTHS 

25 

0.9 

34 

1.3 

6 TC  12 

MONTHS 

32 

1.2 

66 

2.4 

l TC  2 YESRS 

71 

2.6 

13  7 

5.0 

2 TC  3 YEARS 

65 

2.4 

202 

7.4 

3 TC  5 YEARS 

102 

3.8 

304 

11.2 

5 TC  10 

YEARS 

313 

11.5 

617 

22.7 

1C  TO  15 

YEARS 

19  2 

7.1 

809 

29.8 

15  TC  2 0 

YEARS 

482 

17.8 

1291 

47.6 

2C  TC  25 

YEARS 

753 

27.7 

2044 

75.3 

25  TC  3C 

YEARS 

372 

13.7 

2416 

89.0 

30  TC  35 

YEARS 

108 

4.0 

2524 

93.0 

35  TO  40 

YEARS 

106 

3.9 

2630 

96.9 

40  TO  45 

YEARS 

27 

1.0 

2657 

97.9 

45  TC  50 

YEARS 

18 

0.7 

2675 

98.5 

5C  TC  55 

YEARS 

9 

0.3 

2684 

98.9 

55  TC  60 

YEARS 

15 

0.6 

2699 

99.4 

60  CR  MCRE  YEARS 

16 

0.6 

2715 

100.  0 

1 Mean  Age  at  Admission  (Yrs.)  ....  17.5 
Median  Age  at  Admission  (Yrs.)  ..  14.0 


2 Mean  Length  of  Stay  (Yrs.)  19.6 

Median  Length  of  Stay  (Yrs.)  ...  20.7 
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TABLE  3 - BY  FACILITY  - FY8B 
FREQ  DISTRIBUTE  CF  AGE  AT  ADMISSION-LENGTH  OF  STAY 

FACILITY^5  ELACK  MOUNTAIN 

AGE  AT  ADMISSION1 


AAGGPP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUBICY 

CUMULATIVE 

PERCENT 

6 

1C  12 

YEARS 

4 

3.3 

4 

3.3 

13 

TO  17 

YEARS 

13 

10.8 

17 

14.2 

18 

TO  20 

YEARS 

7 

5.8 

24 

20.0 

21 

TC  24 

YEARS 

20 

16.7 

44 

36.7 

25 

TO  34 

YEARS 

35 

29.2 

79 

65.8 

35 

TO  44 

YEARS 

18 

15.0 

97 

80.8 

45 

TC  54 

YEARS 

15 

12.5 

112 

93,3 

55 

TO  64 

YEARS 

8 

6.7 

120 

100.0 

STAY 

LENGTH  OF 
FPECUENCY 

STAY  AT  MR 
PERCENT 

CENTER  2 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

LESS 

THAN  1 MC 

1 

0.8 

1 

c.  e 

1 1C 

6 MONTHS 

5 

4.2 

6 

5.0 

6 TC 

12  MONTHS 

5 

4.2 

11 

9.2 

1 TO 

2 YESRS 

10 

8.3 

21 

17.5 

2 TC 

3 YEARS 

12 

10.0 

33 

27.5 

3 TC 

5 YEARS 

16 

13.3 

49 

40.  8 

5 1C 

10  YEARS 

71 

59.2 

120 

100.0 

1 Mean  Age  at  Admission  (Yrs.)  ....  31.5 

Median  Age  at  Admission  (Yrs.)  ..  29.0 


4.4 


2 Mean  Length  of  Stay  (Yrs.)  ... 
Median  Length  of  Stay  (Yrs.)  . 


• o 


6.0 


. 





TABLE  3 - EY  FACILITY  - FYB8 
FREC  DISTRIBUTION  OF  AGE  AT  ADM ISS ICN-L ENGTH  OF  STAY 

FAC IL IT Y= MURDOCH 

AGE  AT  ADMISSION1 


AAGGRP 

FPECUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

1 TO  5 YEARS 

16 

2.1 

16 

2.1 

6 TC  12  YEARS 

337 

44.8 

353 

46.9 

13  TO  17  YEARS 

136 

18.1 

489 

64.9 

ie  TO  20  YEARS 

84 

11.2 

573 

76.  1 

21  TO  24  YEARS 

52 

6.9 

625 

83.0 

25  TC  34  YEARS 

85 

11.3 

710 

94.3 

35  TC  44  YEARS 

32 

4.2 

742 

98.5 

45  TO  54  YEARS 

9 

1.2 

751 

99.7 

55  TO  64  YEARS 

2 

0.3 

753 

100. 0 

STAY 

LENGTH  CF 
FREQUENCY 

STAY  AT  MR 
PERCENT 

2 

CENTER 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

LESS  THAN  1 AC 

1 

0.1 

1 

0.1 

6 TC  12  MCNTHS 

2 

0.3 

3 

0.4 

1 TC  2 YESRS 

7 

0.9 

10 

1.3 

2 TC  3 YEARS 

13 

1.7 

23 

3.1 

3 TC  5 YEARS 

18 

2.4 

41 

5.4 

5 TC  10  YEARS 

41 

5.4 

82 

10.9 

1C  TO  15  YEARS 

56 

7.4 

138 

18.3 

15  TC  20  YEARS 

139 

18.5 

277 

36.8 

20  TO  25  YEARS 

223 

29.6 

500 

66.4 

25  TC  30  YEARS 

220 

29.2 

720 

95.6 

30  TC  35  YEARS 

6 

0.8 

726 

96.4 

35  TC  40  YEARS 

18 

2.4 

744 

9 8.  8 

40  TC  45  YEARS 

9 

1.2 

753 

100.0 

1 Mean  Age  at  Admission  (Yrs.)  ....  16.0 
Median  Age  at  Admission  (Yrs.)  ..  13.0 

21 . 1 


2 Mean  Length  of  Stay  (Yrs.)  . 
Median  Length  of  Stay  (Yrs.) 


22.4 
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T ABLE  3 - 8Y  FACILITY  - FY88 
FREC  DISTRIBUTION  OF  ACE  AT  AOM ISS ION-LENGTH  OF  STAY 

FACILITY=CBEPRY 

AGE  AT  ACM ISS  ION 1 


AAGGRP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

I 

TO  5 YEARS 

14 

2.9 

14 

2.9 

6 

10  12 

YEARS 

194 

39.6 

208 

42.4 

13 

TO  17 

YEARS 

87 

17.8 

295 

60. 2 

ie 

TO  2 C 

YEARS 

49 

10.0 

344 

70.2 

21 

TO  24 

YEARS 

38 

7.8 

382 

78.0 

25 

TO  34 

YEARS 

47 

9.6 

429 

87.6 

35 

TO  44 

YEARS 

30 

6.1 

459 

93.7 

45 

TC  54 

YEARS 

19 

3.9 

478 

97.6 

55 

10  64 

YEARS 

11 

2.2 

489 

99.8 

65 

AND  CLDEP 

1 

0.2 

490 

10C.0 

LENGTH  OF  STAY  AT  MR 

CENTER  2 

STAY 

FREQUENCY  PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

LESS  THAN  1 MC 

1 

0.2 

1 

0.2 

1 TC  6 MCNTHS 

4 

0.8 

5 

1.0 

6 1C  12  MCNTHS 

7 

1.4 

12 

2.4 

1 IC  2 YESRS 

27 

5.5 

39 

8.0 

2 TC  3 YEARS 

16 

3.3 

55 

11.2 

3 TC  5 YEARS 

23 

4.7 

78 

15.9 

5 TC  10  YEARS 

28 

5.7 

106 

21.6 

10  1C  15  YEARS 

34 

6.9 

140 

28.6 

15  TC  20  YEARS 

84 

17.1 

224 

45.7 

20  1C  25  YEARS 

183 

37.3 

407 

83.1 

25  TO  30  YEARS 

64 

13.1 

471 

96.1 

30  TC  35  YEARS 

19 

3.9 

490 

100.0 

1 Mean  Age  at  Admission  (Yrs.)  ....  18.4 
Median  Age  at  Admission  (Yrs.)  ..  14.0 

2 Mean  Length  of  Stay  (Yrs.)  17.8 

Median  Length  of  Stay  (Yrs.)  ...  21.2 


. 
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TABLE  3 - EY  FACILITY  - FY88 
FREQ  DISTRIBUTION  OF  ACE  AT  ADMISSION-LENGTH  OF  STAY 

FAC  IL  IT  Y=  CASWELL 


AGE  AT 

ADMISSION 

i 

CUMULATIVE 

CUMULATIVE 

AAGGRP 

FREQUENCY  1 

PERCENT 

FREQUENCY 

PERCENT 

1 TO  5 YEARS 

8 

0.9 

8 

0.9 

6 TC  12  YEARS 

400 

45.6 

40e 

46.5 

13  TO  17  YEARS 

159 

18.  1 

567 

64.6 

18  TO  20  YEARS 

67 

7.6 

634 

72.2 

21  TO  24  YEARS 

58 

6.6 

692 

78.8 

25  TC  34  YEARS 

92 

10.5 

784 

89.3 

35  IC  44  YEARS 

58 

6.6 

842 

95.9 

45  TO  54  YEARS 

31 

3.5 

873 

99.4 

55  TC  64  YEARS 

5 

0.6 

878 

ICC.  C 

LENGTF  OF  STAY  AT  MR  CENTER  2 

CUMULATIVE 

CUMULATIVE 

STAY 

FREOiENCY 

PERCENT 

FREQUENCY 

PERCENT 

1 TC  6 MONTHS 

6 

0.7 

6 

0.7 

6 TC  12  MONTHS 

13 

1.5 

19 

2.2 

1 TC  2 YESRS 

5 

0.6 

24 

2.7 

2 TC  3 YEARS 

8 

0.9 

32 

3.6 

3 TC  5 YEARS 

18 

2.1 

5C 

5.7 

5 TC  10  YEARS 

110 

12.5 

160 

18.2 

10  TO  15  YEARS 

43 

4.9 

2C3 

23.1 

15  10  20  YEARS 

122 

13.9 

325 

37-0 

20  IC  25  YEARS 

218 

24.8 

543 

61.8 

25  TO  30  YEARS 

88 

10.0 

631 

71.9 

30  TC  35  YEARS 

83 

9.5 

714 

81.  3 

35  TC  40  YEARS 

88 

10.0 

802 

91.3 

40  TO  45  YEARS 

18 

2.1 

820 

93.4 

45  TC  50  YEARS 

18 

2.1 

838 

95.4 

50  TO  55  YEARS 

9 

i.O 

847 

96.5 

55  TO  60  YEARS 

15 

1.7 

862 

98.2 

60  CR  MORE  YEARS 

16 

1.8 

878 

100.0 

1 Mean  Age  at  Admission  (Yrs.) 

17.2 

Median  Age  at 

Admission  (Yrs 

. ) . . 13.0 

2 Mean  Length  of 

Stay  ( Yrs . ) 

23.9 

Median  Length 

of  Stay  (Yrs. 

) ...  22.9 

TABLE  3 - 

BY  FACILITY 

- FY8  8 

FREQ  DISTRIBUTION  OF  AG£  AT  ADMISSION-LENGTH 

OF  STAY 

F AC IL  IT  Y= 

WESTERN  CAROLINA 

AGE 

AT  ADMISSION1 

CUMULATIVE 

CUMULATIVE 

AAGGRP 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

I 1C  5 TEARS 

18 

3.8 

18 

3.8 

6 TO  12  YEARS 

198 

41.8 

216 

45.6 

13  TO  17  YEARS 

125 

26.4 

341 

71.9 

18  TC  20  YEARS 

35 

7.4 

376 

79.3 

21  TC  24  YfARS 

27 

5.7 

403 

85.0 

25  TC  34  YEARS 

37 

7.8 

440 

52.8 

35  TO  44  YEARS 

19 

4.0 

459 

96.8 

45  TO  54  YEARS 

13 

2.7 

472 

99.6 

55  TC  64  YEARS 

2 

0.4 

4 74 

100.0 

LENGTH  OF 

STAY  AT  MR 

CENTER  2 

CUMULATIVE 

CUMULATIVE 

STAY 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

LESS  THAN  1 MC 

6 

1.3 

6 

1.3 

1 TC  6 MONTHS 

10 

2.1 

16 

3.4 

6 TC  12  MONTHS 

5 

1.1 

21 

4.4 

1 TC  2 YES RS 

22 

4.6 

43 

9.1 

2 TC  3 YEARS 

16 

3.4 

59 

12.4 

3 TC  5 YEARS 

27 

5.7 

86 

18.1 

5 TC  10  YEARS 

63 

13.3 

149 

31.4 

10  TC  15  YEARS 

59 

12.4 

2C8 

43.9 

15  1C  20  YEARS 

137 

28.9 

345 

72.8 

20  TC  25  YEARS 

129 

27.2 

474 

100.  C 

1 Mean  Age  at  Admission  (Yrs.)  ....  16.0 

Median  Age  at  Admission  (Yrs.)  ..  13.0 

2 Mean  Length  of  Stay  (Yrs.)  14.8 

Median  Length  of  Stay  (Yrs.)  ...  17.1 
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TABLE  4-TCTALS  FOR  THE  FIVE  STATE  CENTAL  RETARDATION 
CENTERS  FY88-FREQUENCY  DISTRIBUTION  OF  IQ-ACAPTIVE 
BEHAVIOR  LEV  ELS— AND  COMBINEC  IQ  AND 
ADAPTIVE  EEHAVICR  LEVELS 


CUMULATIVE  CUMULATIVE 


IQ 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

53 

• 

• 

• 

NCT  SIGNIFICANT 

6 

0.2 

6 

0.2 

MI  ID 

41 

1.5 

47 

1.6 

MODERATE 

195 

7.3 

242 

9.1 

SEVERE 

577 

21.7 

819 

30.8 

PPCFOUND 

1843 

69.2 

2662 

100.0 

AB 

ADAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATED 

53 

• 

• 

-• 

NCT  SIGNIFICANT 

10 

0.4 

10 

0.4 

MI  LD 

56 

2.1 

66 

2.5 

MODERATE 

213 

8.0 

279 

10.5 

SEVERE 

570 

21.4 

849 

31.9 

PROFOUND 

1790 

67.2 

2639 

99.1 

UNSPECIFIED 

23 

0.9 

2662 

1 CO.  G 

-17 
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TABLE  4-TCTALS  FCR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY88-FRECUENCY  DISTRIBUTION  OF  IQ-ADAPTIVE 
BEHAVIOR  LEV  ELS-ANC  COMBINED  IQ  ANC 
ADAPTIVE  BEHAVIOR  LEVELS 

COMBINED  IQ  ANC  AB  LEVEL 


CUMULATIVE  CUMULATIVE 


LEVEL 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

• 

53 

• 

• 

• 

NOT  SIGN-NCT  SIG 

3 

0.1 

3 

0.1 

NCI  SIGN-MOD 

I 

0.0 

4 

0.2 

NOT  SIGN-SEV 

1 

0.0 

5 

0.2 

NCT  SIGN-PROF 

1 

0.0 

6 

0.2 

MILD-SEV 

4 

0.2 

10 

0.4 

MILD-MILD 

21 

0.8 

31 

1.2 

MI LO-MCD 

13 

0.5 

44 

1.7 

MI LD— PROF 

2 

0.1 

46 

1.7 

MILD-LNSPEC 

1 

0.0 

47 

1.8 

¥ CD-MILD 

17 

0.6 

64 

2.4 

MCD-MOD 

119 

4.5 

183 

6.9 

MOD-SEV 

42 

1.6 

225 

8.  5 

MCD-PRGF 

14 

0.5 

239 

9.0 

MCD-LNSPEC 

3 

0.1 

242 

9.1 

SEV-NOT  SIGN 

1 

0.0 

243 

9.1 

SEV-MILD 

18 

0.7 

261 

9.8 

SEV-MCD 

70 

2.6 

331 

12.4 

S£ V-SEV 

385 

14.5 

716 

26.  9 

SEV-PRCF 

95 

3.6 

811 

30.5 

SEV-LNSPEC 

8 

0.3 

819 

30.8 

PROF— NCT  SIGN 

5 

0.2 

824 

31.0 

PROF— MCO 

10 

0.4 

834 

31.3 

PROF-SEV 

139 

5.2 

973 

36.6 

PRCF— PROF 

1678 

63.0 

2651 

99.6 

LNS  FEC-NCT  SIGN 

11 

0.4 

2662 

1C0.0 

-18 
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TABLE  4 — BY  FACILITY  ~ FY88 
FREQ  DISTRIBUTE  CF  IQ-ACAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IC  AND  ACAPTIVE  BEHAVIOR  LEVELS 


IQ 

FAC ILITY= EL  ACK  MOUNTAIN 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATEO 

6 

• 

• 

• 

NCI  SIGNIFICANT 

I 

0*9 

1 

0.9 

MI  LD 

2 

1.8 

3 

2.6 

MODERATE 

4 

3.5 

7 

6.1 

SEVERE 

25 

21.9 

32 

2 8.1 

PPCFGLND 

82 

71.9 

114 

100.  0 

AB 

ACAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATED 

6 

• 

• 

• 

NOT  SIGNIFICANT 

2 

1.8 

2 

1.8 

MILD 

1 

0.9 

•» 

2.6 

MODERATE 

6 

5.3 

9 

7.9 

SEVERE 

28 

24.6 

37 

32.5 

PROFOUND 

76 

66.7 

113 

99.1 

UNSPECIFIED 

1 

0.9 

114 

ICO.  0 

LEVEL 

CCMBINEC  IQ  ANC  AB 
FREQUENCY  PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CUMULATI  VE 
PERCENT 

» 

6 

• 

• 

• 

NCT  SIGN-NGT  SIG 

1 

0.9 

1 

0.9 

MILD-MILD 

1 

0.9 

2 

1.  8 

MI LD-PPCF 

1 

0.9 

2 

2.6 

MCO-MCD 

3 

2.6 

6 

5.3 

MCD-PROF 

1 

0.9 

7 

6.1 

SEV-NCT  SIGN 

1 

0.9 

8 

7.0 

SEV-NCD 

2 

1.8 

10 

8.8 

SEV-SEV 

21 

18.4 

31 

27.2 

SEV-PPCF 

1 

0.9 

32 

28.1 

PRCF-MCD 

1 

0.9 

33 

28.9 

PROF-SEV 

7 

6.1 

40 

35.1 

PRCF-PROF 

73 

64.0 

113 

99.1 

UNSPEC-NQT  SIGN 

1 

0.9 

114 

100.0 

-19 
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TABLE  4 - BY  FACILITY  - FY88 
FREQ  DISTRIBUTION  OF  IQ-ACAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  ANC  ACAPTIVE  BEHAVIOR  LEVELS 


IQ 

FACIL ITY=MURCCCH 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

20 

m 

• 

• 

NCI  SIGNIFICANT 

1 

0.1 

1 

0.1 

MI  ID 

14 

1.9 

15 

2.0 

MODERATE 

42 

5.7 

57 

7.8 

SEVERE 

136 

18.6 

193 

26.3 

PR  CFCUND 

540 

73.7 

733 

100.0 

AB 

ACAPTIVE  BEFAVICR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATED 

20 

• 

• 

NOT  SIGNIFICANT 

5 

0.7 

C 

-> 

0.  7 

MI  LD 

11 

1.5 

16 

2.2 

MODERATE 

40 

5.5 

56 

7.6 

SEVERE 

132 

18.0 

188 

25.6 

PRCFGUNO 

541 

73.8 

729 

99.5 

UNSPECIFIED 

4 

0.5 

733 

100.  C 

LEVEL 

COMBINED  IQ  ANC  AB  LEVEL 

CUMUL  ATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

• 

20 

m 

• 

NOT  SIGN-NCT  SIG 

1 

0.1 

1 

0.1 

MILD-MILD 

8 

1.1 

9 

1.2 

MI LC-MCD 

4 

0.5 

13 

1.8 

MILD-SEV 

2 

0.3 

15 

2.0 

MCD-MILD 

2 

0.3 

17 

2.3 

MCD-MCO 

22 

3.0 

39 

5.3 

MCO-SEV 

11 

1.5 

50 

6.  e 

MCD-FRCF 

7 

1.0 

57 

7.8 

SE V-MILO 

1 

0.1 

58 

7.  9 

SEV-MCO 

11 

1.5 

69 

9.  4 

SEV-SEV 

86 

11.7 

155 

21.1 

SEV-PRGF 

37 

5.0 

19  2 

26.2 

SE V-UNSPEC 

1 

0.1 

193 

26.  3 

PRCF-NCT  SIGN 

4 

0.5 

197 

26.  S 

PRCF-MOD 

3 

0.4 

200 

27.3 

PRCF-SE V 

33 

4.5 

233 

31.  8 

PRCF— PROF 

497 

67.8 

730 

99.6 

UNSPEC-NCT  SIGN 

3 

0.4 

733 

ICO.  C 

-20 
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TABLE  4 - BY  FACILITY  - FY88 
FREQ  DISTRIBUTION  OF  IQ-ACAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IG  AND  ACAPTIVE  BEHAVIOR  LEVELS 

F ACIL IT Y=C8ERRY 


IQ 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

* 

• 

• 

MI  LD 

1 

0.2 

1 

0.2 

MODERATE 

13 

2.7 

14 

2. <3 

SEVERE 

72 

14.8 

86 

17.6 

PROFOUND 

AO  2 

82.4 

488 

100.  c 

AB 

ADAPTIVE  BEHAVIOR 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO!  SIATEC 

2 

• 

• 

• 

NOT  SIGNIFICANT 

2 

0.4 

2 

0.  4 

NI  LD 

2 

0.4 

4 

0.8 

MCCERATE 

15 

3.1 

15 

3.5 

SEVERE 

86 

17.6 

105 

21.5 

PROFOUND 

383 

78.5 

488 

1G0.C 

LEVEL 

COMBINED  IG  AND  AB 
FREQUENCY  PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

. 2 

• 

• 

• 

MILC-SEV 

1 

0.2 

1 

C.2 

MCD-MQD 

9 

1.8 

10 

2.0 

MCD-SEV 

4 

0.8 

14 

2.5 

SEV-MILD 

2 

0.4 

16 

3.3 

SEV-MOD 

4 

0.8 

20 

4.1 

SEV-SEV 

54 

11.1 

74 

15.2 

SEV-PRCF 

12 

2.5 

86 

17.6 

PRCF-NCT  SIGN 

1 

0.2 

87 

17.  8 

PRCF-MCD 

2 

0.4 

85 

18.2 

PRCF-SEV 

28 

5.7 

117 

24.  C 

PRCF-FRCF 

371 

76.0 

488 

ICC.  C 
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TABLE  4 - BY  FACILITY  - FY68 
FR£C  0 1 STR I BUT ICN  CF  IC-ACAPTIVE  BEHAVIOR  LEVELS-AND 
CCPB I NEC  IC  AND  ACAPT  IVE  BEHAVIOR  LEVELS 


FACIL  ITY^CASHELL 


CUMULATIVE  CUMULATIVE 


IC 

FRECUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NCT  STATED 

11 

• 

• 

• 

NCT  SIGNIFICANT 

4 

0-5 

4 

0.5 

PI  LD 

Id 

2.1 

22 

2.5 

PCDERATE 

91 

10.5 

113 

13. C 

SEVERE 

206 

23.8 

319 

36.8 

PRCFCUND 

548 

63.2 

86  7 

1C0.C 

AB 

ACAPTIVE  BEHAVIOR 

CUMULATIVE 

FRECUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATED 

11 

• 

• 

NCT  SIGNIFICANT 

1 

0.1 

l 

0.1 

PI  LD 

32 

3.7 

33 

3.8 

MCCERATE 

100 

11.5 

133 

15.3 

SEVERE 

197 

22.7 

330 

38.1 

PRCFCUND 

521 

60.1 

851 

98.2 

UNSPECIFIED 

16 

1.8 

86  7 

100.  0 
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TABLE  4 - EY  FACILITY  - FY08 
FREQ  01 STflIBUT ION  OF  IQ-ADAPTIVE  BEHAVIOR  LEVELS-AND 
CCMBINEC  IQ  AND  ACAPT IVE  EEHAV IOR  LEVELS 

FACILITY^CASWELL 

COMBINED  IQ  AND  AB  LEVEL 

CUMULATIVE  CUMULATIVE 

LEVEL  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


• 

11 

• 

* 

• 

NOT  SIGN-NCT  SIG 

1 

0,1 

1 

0.1 

NCT  SIGN-MCD 

1 

0.1 

2 

0.2 

NCT  SIGN-SEV 

1 

0,1 

3 

0.3 

NOT  SI GN— PROF 

I 

0.1 

4 

0.5 

MILD—  MILD 

7 

0.8 

11 

1.3 

MI  LD-MGD 

9 

1.0 

20 

2.3 

MI LD— PROF 

1 

0.1 

21 

2.4 

MILC-LNSPEC 

1 

0.1 

22 

2.5 

MCD-MILO 

13 

1.5 

35 

4.0 

MCD-MGD 

48 

5.5 

83 

9.6 

MCD-SEV 

21 

2.4 

104 

12.0 

MCD-PPCF 

6 

0.7 

110 

12.7 

MCD-UNSPEC 

3 

0.3 

113 

13.  0 

SEV-MILO 

12 

1.4 

125 

14.4 

SEV-MCO 

38 

4.4 

163 

18.  8 

SEY-SEV 

118 

13.6 

281 

32.4 

SEV-PROF 

31 

3.6 

312 

36.  C 

SE  V-ONSPEC 

7 

0.8 

319 

36.  8 

PROF-MOD 

4 

0.5 

323 

37.3 

PRCF-SEV 

57 

6.6 

380 

43.8 

PROF-PROF 

482 

55.6 

862 

99.4 

UN  SFEC-NCT  SIGN 

5 

0.6 

867 

ICO.  0 
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TABLE  4 - BY  FACILITY  - FY88 
FREQ  DISTRIBUTION  OF  IQ-ACAPTIVE  BEHAVIOR  LEVELS-AND 
COMBINED  IQ  AND  ACAPTIVE  BEHAVIOR  LEVELS 


FAC  I L IT Y= WESTERN  CAROLINA 


IQ 

FRECUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NCI  STATED 

14 

m 

• 

• 

PI  ID 

6 

1.3 

6 

1.3 

MODERATE 

45 

9,8 

51 

11.1 

SEVERE 

138 

30.0 

189 

41.1 

PRCFCLND 

271 

58.9 

460 

100.0 

Afi 

ACAPTIVE  BEHAVIOR 

CUMULATIVE 

FRECUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATED 

14 

• 

• 

« 

PI  LD 

10 

2.2 

1C 

2.2 

MODERATE 

52 

11.3 

62 

13.5 

SEVERE 

127 

27.6 

189 

41.1 

PRCFCUNO 

269 

58.5 

458 

99.6 

IN  SPECIFIED 

2 

0.4 

460 

100.0 

LEVEL 

COPBINEC  IQ  ANC  AB 
FRECUENCY  PERCENT 

LEVEL 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

• 

14 

• 

• 

* 

MILD— MI LD 

5 

1.1 

5 

1.1 

MILC-SEV 

1 

0.2 

6 

1.3 

PCD— P I LD 

2 

0.4 

8 

1.7 

MCD-PCD 

37 

8.0 

45 

9.  8 

MOD-SEV 

6 

1.3 

51 

11.1 

SEV-MILD 

3 

0.7 

54 

11.7 

SEV-MOD 

15 

3.3 

69 

15.0 

SEV-SEV 

106 

23.0 

175 

3 8.  C 

SE V-FRCF 

14 

3.0 

189 

41.1 

PRCF-SEV 

14 

3.0 

203 

44.1 

PRCF-PRCF 

255 

55.4 

458 

99.6 

UNSFEC-NCT  SIGN 

2 

0.4 

460 

100.0 
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TABLE  5-TCTALS  FCR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY88-FRECUENCY  DISTRIBUTION  OF  INCIDENCE  OF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 

CEREeRAL  PALSY 


CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NC 

YES 

1748 

967 

• 

100.0 

967 

* 

1C0.C 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

2147 

568 

• 

100.0 

* 

5 66 

• 

100.0 

AUT 

ISM 

ALT 

FREQUENCY 

PERCENT 

CUMUL ATIVE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

2679 

36 

• 

too.o 

• 

36 

• 

100.0 

CTHER 

NEURCLOGICAL  DISORDERS 

OTH 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

2646 

69 

• 

100.0 

• 

69 

m 

100.0 

AM6ULAT ION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

53 

• 

• 

• 

AMBULATORY 

1883 

70.7 

1883 

70.  7 

NCN  AMBUL  MOBILE 

255 

9.6 

2138 

80.3 

NCN  AMBUL  NCN  MC 

524 

19.7 

2662 

100.0 
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TABLE  5-TCTA1S  FCR  THE  FIVE  STATE  MENTAL  RETARDATION 
CENTERS  FY8 8- FREQUENCY  DISTRIBUTION  OF  INCIDENCE  OF 
ADDITICNAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 

IMPAIRMENT  CF  SPECIAL  SENSES 


I SS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATED 

53 

• 

• 

• 

NC  SENSCRY  IMFAI 

1920 

72.1 

1920 

72.1 

DEAF 

37 

1.4 

1957 

73.5 

HEARING  HANDICAP 

114 

4.3 

2071 

77.8 

BLI  NO 

206 

7.7 

2277 

85.5 

VISUAL  HANDICAP 

231 

8.7 

2506 

94.2 

DEAF  BLIND 

31 

1.2 

2539 

95.4 

BLIND  AND  HEARIN 

34 

1.3 

2573 

96.7 

DEAF  AND  VISUAL 

5 

G .2 

2578 

96.8 

HEAFING  AND  VISU 

24 

0.9 

2602 

97.7 

OTHER  IMPAIRMENT 

60 

2.3 

2662 

1C0.0 

DPE 

CISCFCER  CF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NC 1 STATED 

53 

• 

• 

• 

NC  Cl  SCRDER 

624 

23.4 

624 

23.4 

NO  SPEECH 

1256 

47.2 

1880 

70.6 

MCTCR  DISORDER  S 

282 

10.6 

2162 

81.2 

PERCEPTUAL  DISCf 

29 

1.1 

2191 

82.3 

MIMED  OTHER 

471 

17.7 

2662 

100.0 

PSYCHIATRIC  IMPAIRMENT 


PI 

FREQUENCY 

PERCENT 

CUMUL ATIVE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATED 

53 

• 

• 

• 

NC  PSYCHIATRIC  I 

2176 

81.7 

2176 

81.  7 

PSYCHOSES 

131 

4.9 

2307 

86.7 

NELFOSES 

9 

0.3 

2316 

87.0 

CHARACTER  CISCPO 

83 

3.1 

2399 

90.1 

PSYOHCPHYSIC  CIS 

33 

1.2 

2432 

91.4 

CTHER  PSYCHI ATRI 

230 

8.6 

2662 

100.0 
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TABLE  5-TGTALS  FCR  THE  FIVE  STATE  MENTAL  RETARCAT  ION 
CENTERS  FY8 8 -FREQUENCY  C ISTR  I8UT  ION  GF  INCIDENCE  OF 
ADDITIONAL  DISABILITIES  AMONG  MENTAL  RETARDATION 

CENTER  RESIDENTS 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR1 


AOOIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

291 

10.7 

291 

1C. 7 

I 

657 

24.2 

948 

3 A.  9 

2 

785 

28.9 

1733 

63.8 

3 

564 

20.8 

2297 

84.6 

4 

333 

12.3 

2630 

96.9 

5 

76 

2.8 

2706 

99.7 

6 

9 

0.3 

2715 

1CC.0 

1 Mean  Number  of  Additional  Disabilities  ....  2.1 
Median  Number  of  Additional  Disabilities  ..  2.0 
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TABLE  5 - BY  FACILITY  - FY80 
FREQ  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RET ARCAT ION  CENTER  RESIDENTS 

FACILITY=BLACK  MOUNTAIN 


CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

97 

23 

100.0 

• 

23 

• 

1CO.O 

EPILEPSY 

EPI 

FREQUENCY 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NO 
YE  S 

83 

37 

100.0  37 

• 

ICO.O 

AUTISM 

CUMUL ATIVE 

CUMULATIVE 

ALT 

FREQUENCY 

PERCENT  FREQUENCY 

PERCENT 

NC 

119 

• m 

• 

YES 

1 

100.0  1 

ICO.O 

OTHER 

NEUROLOGICAL  CISORDERS 

CUMULATIVE 

CUMULATIVE 

CTH 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NC 

118 

• 

• 

• 

YES 

2 

100.0 

2 

100.0 

AMBULATION 


CUMULATIVE  CUMULATIVE 


A MBU 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

6 

• 

• 

• 

AMBLLATORY 

56 

49.1 

56 

49.1 

NCN  AMBUL  MOBILE 

28 

24.6 

84 

73.7 

NON  AMBUL  NCN  MC 

30 

26.3 

114 

100.0 
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TABLE  5 - BY  FACILITY  - FY88 
FREC  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  ANGNG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY=ELACK  MOUNTAIN 

IMPAIRMENT  CF  SPECIAL  SENSES 


I ss 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATI  VE 
PERCENT 

NOT  STATEO 

6 

• 

« 

• 

NC  SENSORY  IMFAI 

69 

60.5 

69 

60.5 

DEAF 

3 

2.6 

72 

63.2 

HEARING  HANDICAP 

5 

4.4 

77 

67.5 

BLIND 

7 

6.1 

84 

73.7 

FISCAL  HANDICAP 

14 

12*3 

98 

86.0 

DEAF  BLIND 

3 

2.6 

101 

88.6 

BLIND  AND  HEAR  IN 

1 

0.9 

102 

89.  5 

DEAF  AND  VISUAL 

I 

0.9 

103 

90.4 

HEARING  AND  VISU 

7 

6.1 

110 

96.5 

CTHER  IMPAIRMENT 

4 

3.5 

114 

100.0 

DISORDER  CF 

PERCEPT 

EXPRESS 

CUMULATIVE 

CUMULATIVE 

DPE 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

6 

m 

m 

• 

N€  CISCROER 

26 

22.8 

26 

22.  8 

NC  SPEECH 

63 

55.3 

89 

78.1 

MCTCR  DISORDER  S 

11 

9.6 

100 

87.  7 

PERCEPTUAL  DISOR 

2 

1.8 

102 

89.  5 

MIXED  CTHER 

12 

10*5 

114 

100.0 

PSYCHIATRIC  IMPAIRMENT 


PI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

6 

• 

« 

• 

NC  FSYCHIATRIC  I 

98 

86.0 

98 

86.0 

PSYCHOSES 

2 

1.8 

100 

87.7 

NECROSES 

1 

0.9 

101 

88.6 

PSYCHCPHYSIC  CIS 

1 

0.9 

102 

89.5 

CTHER  PSYCHI ATR I 

12 

10.5 

114 

100.0 
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TABLE  5 - BY  FACILITY  - FY 88 
FREQ  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMCNC  MENTAL  RETARDATION  CENTER  RESIDENTS 


FAC  IL ITY=  BLACK  MOUNTAIN 
NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR 


ADDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

14 

11.7 

14 

11.7 

1 

21 

17.5 

35 

29.2 

2 

38 

31.7 

73 

6C.8 

3 

20 

16.7 

93 

77.5 

4 

23 

19.2 

116 

96.7 

5 

3 

2.5 

119 

55.2 

6 

1 

0.8 

120 

1CC.0 

1 Mean  Number  of  Additional  Disabilities  ....  2.3 
Median  Number  of  Additional  Disabilities  ..  2.0 
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TABLE  5 - BY  FACILITY  - FY88 
FREQ  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMCNG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  IL  IT Y=MUROCCH 

CEREBRAL  PALSY 

CUMULATIVE  CUMULATIVE 

CP  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NC  480 

YES  2T3  100, C 273  100,0 


EPILEPSY 


CUMULATIVE 

CUMULATIVE 

EPI 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NC 

475 

• 

• 

• 

YES 

278 

100,0 

278 

ICO.O 

AUT  ISM 

CUMULATIVE  CUMULATIVE 

ALT  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NC  752  . 

YES  1 100,0  1 ICO*  G 


CTHEP  NEURCLCGICAL  DISORDERS 

CUMULATIVE  CUMULATIVE 

GTH  FREQUENCY  PERCENT  FREQUENCY  PERCENT 


NC 


753 


ANBULAT ION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

20 

• 

• 

• 

A MB  LLATCP Y 

536 

73.1 

536 

7 3.1 

NON  ANBUL  MOBILE 

61 

8-3 

557 

61.4 

NON  ANBUL  NC N NC 

136 

18,6 

733 

100.0 
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TABLE  5 - BY  FACILITY  - FY89 
FREC  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACIL  ITY=MURCGCH 


IMPAIRMENT 

CF  SPECIAL 

SENSES 

CUMUL ATIVE 

CUMULATIVE 

I ss 

FRECUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NC7  STATEO 

20 

• 

• 

• 

NO  SENSOR V IMFAI 

543 

74,1 

543 

74.1 

DEAF 

10 

1.4 

553 

75.4 

HEARING  HANDICAP 

22 

3.0 

575 

78.4 

BLIND 

59 

8.0 

634 

86.5 

VISUAL  HANDICAP 

63 

8.6 

697 

95.1 

DEAF  BLIND 

5 

0.7 

702 

95.8 

BLIND  AND  HEARIN 

14 

1.9 

716 

97.  7 

HEARING  AND  VISU 

4 

0.5 

720 

98.2 

OTHER  IMPAIRMENT 

13 

1.8 

733 

100.0 

CISORDER  OF 

PERCEPT  EXPRESS 

CUMUL  ATIVE 

CUMULATIVE 

DPE 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NOT  STATED 

20 

• 

• 

• 

NO  CISORDER 

164 

22.4 

16  A 

22.  A 

NC  SPEECH 

347 

47.3 

511 

69.  7 

MCTCR  DISORDER  S 

94 

12.8 

6C5 

82.5 

PERCEPTUAL  OISOR 

8 

1.1 

613 

83.6 

MIXED  CTHEP 

120 

16.4 

733 

100.0 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

CUMULATIVE 

PI 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NCT  STATED 

20 

* 

» 

• 

NC  PSYCHIATRIC  I 

599 

81.7 

599 

81.7 

PSYCHOSES 

51 

7.0 

650 

88.  7 

NELRCSES 

7 

1.0 

657 

89.6 

CHARACTER  DISCRO 

3 

0.4 

660 

SC.C 

P S YCHCPH Y S 1 0 DIS 

2 

0.3 

662 

90.3 

OTHER  PSYCH I ATP  I 

71 

9.7 

733 

100.0 
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TABLE  5 - BY  FACILITY  - FY88 
FREC  DISTR IBAJT  ION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  BET ARCATIGN  CENTER  RESIDENTS 


FACILITY=NURCGCH 

NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR  1 


A0D1S 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

72 

9.6 

72 

5.6 

1 

183 

24.3 

255 

33.9 

2 

220 

29.2 

475 

63.1 

3 

132 

17.5 

607 

8C.  6 

4 

107 

14.2 

714 

94.fi 

5 

39 

5.2 

753 

ICC  .0 

1 Mean  Number  of  Additional  Disabilities  ....  2.2 
Median  Number  of  Additional  Disabilities  ..  2.0 
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TABLE  5 - BY  FACILITY  - FY88 
FREC  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FAC IL IT Y=0 BERRY 


CEREBRAL 

PALSY 

CP 

FRECUENCY 

PERCENT 

CUMULAT IVE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

261 

229 

• 

100.0 

9 

229 

• 

100.0 

EPILEPSY 

EPI 

FRECUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

458 

32 

• 

100.0 

32 

9 

100.0 

AUTISM 

ALT 

FRECUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

486 

4 

100.0 

• 

4 

100.0 

CTNER 

NEURCLCGICAL  DISORDERS 

GTH 

FRECUENCY 

PERCENT 

CUMULATIVE 

FRECUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

481 

9 

100.0 

9 

ICO.O 

AMBULAT ION 


AMBU 

FRECUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NCT  STATEC 

2 

• 

m 

• 

AMBULATORY 

323 

66.2 

323 

66.2 

NGN  AMBUL  MCBILE 

43 

8.8 

366 

75.0 

NCN  AMBUL  NCN  MC 

122 

25.0 

48  6 

100.0 
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TABLE  5 - BY  FAC IL  ITT  - FYBfl 
FREQ  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACIL  IT Y=0 BERRY 


ISS 

IMPAIRMENT 

FREQUENCY 

CF  SPECIAL 
PERCENT 

SENSES 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

* 

• 

• 

NC  SENSORY  IMPAI 

341 

69.9 

341 

69.9 

DEAF 

2 

0.4 

343 

70.3 

HEARING  HANDICAP 

45 

9.2 

388 

79.5 

BLIND 

75 

15.4 

463 

94.9 

VISLAL  HANDICAP 

7 

1.4 

470 

96.3 

DEAF  BLIND 

2 

0.4 

472 

96.  7 

BLIND  AND  HEAPIN 

9 

1.8 

481 

98.6 

HEARING  AND  VISU 

1 

0.2 

482 

98.8 

OTHER  IMPAIRMENT 

6 

1.2 

488 

100.0 

DPE 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

• 

• 

• 

NC  DISORDER 

27 

5.5 

27 

5.5 

NC  SPEECH 

330 

67.6 

357 

73.2 

MOTOR  DISORDER  S 

90 

18.4 

447 

91.6 

PERCEPTUAL  DISCP 

2 

0.4 

449 

92.0 

MI >ED  CTHEP 

39 

8.0 

488 

1(10.  0 

PI 

PSYCHIATRIC  IMPAIRMENT 

CUMULATIVE 

FREQUENCY  PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

2 

• 

* 

• 

NC  PSYCHIATRIC  I 

328 

67.2 

328 

67.2 

PSYCHOSES 

18 

3.7 

346 

70.9 

NEUROSES 

1 

0.2 

347 

71.1 

CHARACTER  CISCRC 

64 

13.1 

411 

l?4.2 

PSYCHOPHYSIO  CIS 

19 

3.9 

430 

08.1 

CTHEP  PSYCHI ATRI 

58 

11.9 

488 

100.  c 
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TABLE  5 - BY  FACILITY  - FY88 
FREC  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  RENTAL  RETARDATION  CENTER  RESIDENTS 


FAC IL ITY-CBERRY 


NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR 


ADDIS 

FREQUENCY 

PERCENT 

CUNUL  AT  IV£ 
FREQUENCY 

CUMULATIVE 

PERCENT 

D 

8 

1.6 

8 

1.6 

1 

76 

15.5 

84 

17.1 

2 

180 

36.7 

264 

53.9 

3 

143 

29.2 

407 

63.1 

4 

74 

15.1 

481 

98.2 

5 

8 

1.6 

489 

99.8 

6 

1 

0.2 

490 

100.0 

1 Mean  Number  of  Additional  Disabilities  ....  2.5 
Median  Number  of  Additional  Disabilities  ..  2.0 
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T ABLE  5 — BY  FACILITY  - FY88 
FREQ  DISTRIBUTION  OF  INCIOENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FAC  I L IT Y=C ASH ELL 


CEREBRAL 

PALSY 

CP 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

620 

258 

100I0 

258 

100I0 

EPILEPSY 

EPI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

704 

174 

• 

100,0 

174 

• 

1G0.0 

AUTISM 

ALT 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

861 

17 

100I0 

• 

17 

icc.'o 

CTHEP 

NEUROLOGICAL  DISORDERS 

CUMULATIVE 

CUMULATIVE 

CTH 

FREQUENCY 

PERCENT 

FREQUENCY 

PERCENT 

NC 

833 

• 

• 

« 

YES 

45 

100.0 

45 

100.0 

AM BULAT  ION 


AMBU 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

11 

• 

* 

• 

AMBLLATOR Y 

675 

77.9 

675 

77.9 

NON  AMBUL  MOBILE 

80 

9.2 

755 

87.1 

NCN  AMBUL  NON  MC 

112 

12.9 

867 

100.0 
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TABLE  5 - BY  FACILITY  - FY88 
FREQ  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMCNG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FAC  I L IT Y=C ASM ELL 


ISS 

IMPAIRMENT 

FREQUENCY 

CF  SPECIAL 
PERCENT 

SENSES 

CUMUL  ATIVE 
FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

11 

« 

• 

• 

NO  SENSORY  IMPAI 

645 

74*4 

645 

74.4 

DEAF 

12 

1.4 

657 

75.8 

HEARING  HANDICAP 

23 

2.7 

680 

78.4 

BLIND 

27 

3.1 

707 

81.  5 

VISLAL  HANDICAP 

101 

11.6 

608 

93.2 

DEAF  BLIND 

10 

1.2 

818 

94.3 

BLIND  AND  HEARIN 

4 

0.5 

822 

94.  8 

OEAF  AND  VISUAL 

3 

0.3 

825 

95.2 

HEARING  AND  VISU 

8 

0.9 

833 

96.1 

OTHER  IMPAIRMENT 

34 

3.9 

86  7 

100.0 

DPE 

DISORDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

11 

• 

• 

• 

NO  CISCRDER 

278 

32.1 

278 

32.1 

NO  SPEECH 

262 

30.2 

540 

62.3 

MCTCR  DISORDER  S 

69 

8.0 

609 

70.2 

PERCEPTUAL  OISOR 

7 

€.8 

616 

71.0 

MIXED  OTHER 

251 

29.0 

867 

1C0.0 

PSYCHIATRIC  IMPAIRMENT 


PI 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

11 

• 

■m 

• 

NO  PSYCHIATRIC  I 

766 

88.4 

766 

88.4 

PSYCHOSES 

39 

4.5 

805 

92.  8 

CHARACTER  DISORD 

9 

1.0 

814 

93.9 

PS YCHCPHYSIC  CIS 

5 

0.6 

819 

94.5 

OTHER  PSYCH I ATRI 

48 

5.5 

867 

100.0 
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TABLE  5 — EY  FACILITY  - FY88 
FREC  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMCNG  RENTAL  RETARDATION  CENTER  RESIDENTS 


F AC I LIT Y=C AS WELL 

NUMBER  CF  DISABILITIES  IN  ADDITION  TO  MR  1 


ADDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

140 

15.9 

140 

15.9 

I 

255 

29.0 

295 

45. C 

2 

233 

26.5 

628 

71.5 

3 

156 

17.8 

784 

85.3 

4 

65 

7.4 

849 

96.7 

5 

25 

2.8 

874 

95.5 

6 

4 

0.5 

878 

1CC.C 

1 Mean  Number  of  Additional  Disabilities  ....  1.8 


Median  Number  of  Additional  Disabilities  ..  2.0 
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TABLE  5 - BY  FACILITY  - FY88 
FREC  DISTRIBUTION  CF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY® WESTERN  CAROLINA 


CEREBRAL 

PALSY 

CP 

FPECUENCY 

PERCENT 

CUMULATIVE 

FRECUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

290 

184 

• 

100.0 

• 

184 

• 

100.0 

EPILEPSY 

EPI 

FRECUENCY 

PERCENT 

CUMULATIVE 

FRECUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

427 

47 

• 

100.0 

• 

47 

100.0 

AUTISM 

AUT 

FRECUENCY 

PERCENT 

CUMULATIVE 

FPECUENCY 

CUMULATIVE 

PERCENT 

NO 

YES 

461 

13 

100I0 

• 

13 

1CC.C 

OTHER 

NEUROLOGICAL  0IS0R0ERS 

OTH 

FRECUENCY 

PERCENT 

CUMULATIVE 

FRECUENCY 

CUMULATIVE 

PERCENT 

NC 

YES 

461 

13 

100.0 

13 

100.0 

AMBULAT ION 


AMBU 

FRECUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

AMBULATORY 

293 

63.7 

293 

63.7 

NON  AMBUL  MOBILE 

43 

9.3 

336 

73.0 

NON  AMBUL  NON  MC 

124 

27.0 

460 

100.0 
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TABLE  5 - BY  FACILITY  - FY88 
FREC  DISTRIBUTION  OF  INCIOENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 

FACILITY^MEST ERN  CAROLINA 


IMPAIRMENT  CF  SPECIAL  SENSES 


ISS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

NC  SENSCRY  IMPAI 

322 

70.0 

322 

70.0 

DEAF 

10 

2.2 

332 

72.2 

HEARING  HANCICAP 

19 

4.1 

351 

76.3 

BLIND 

38 

8.3 

369 

84.6 

VISUAL  HANDICAP 

46 

10.0 

435 

94.6 

DEAF  BLIND 

11 

2.4 

446 

97.0 

BLIND  AND  HEARIN 

6 

1.3 

452 

98.3 

OEAf  AND  VISUAL 

1 

0.2 

453 

98.  5 

HEARING  AND  VISU 

4 

0.9 

457 

99.3 

OTHER  IMPAIRMENT 

3 

0.7 

460 

100.0 

DPE 

DISCRDER  OF 
FREQUENCY 

PERCEPT  EXPRESS 

CUMULATIVE 
PERCENT  FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

NC  DISORDER 

129 

28.0 

129 

28.0 

NC  SPEECH 

254 

55.2 

383 

83.3 

MCTCR  DISCRDER  S 

18 

3.9 

401 

87.2 

PERCEPTUAL  DISCR 

10 

2.2 

411 

89.3 

MIXED  CTHER 

49 

10.7 

460 

100.0 

PSYCHIATRIC  IMPAIRMENT 


PI 

FRE CUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

NOT  STATED 

14 

• 

• 

• 

NO  PSYCHIATRIC  I 

385 

83.7 

385 

83.  7 

PSYCHOSES 

21 

4.6 

406 

88.3 

CHARACTER  DISCRC 

7 

1.5 

413 

89.8 

PS YCHCPHYSIC  DIS 

6 

1.3 

419 

91.1 

OTHER  PSYCH I ATR I 

41 

8.9 

460 

100.0 
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TABLE  5 - BY  FACILITY  - FYB8 
FREC  DISTRIBUTION  OF  INCIDENCE  OF  ADDITIONAL 
DISABILITIES  AMONG  MENTAL  RETARDATION  CENTER  RESIDENTS 


FACIL ITY  = WEST  ERN  CAROLINA 


NUMBER  OF  DISABILITIES  IN  ADDITION  TO  MR 


ADDIS 

FREQUENCY 

PERCENT 

CUMULATIVE 

FREQUENCY 

CUMULATIVE 

PERCENT 

0 

57 

12*0 

57 

12.  C 

1 

122 

25*7 

175 

37.fi 

2 

114 

24.1 

293 

61.8 

3 

113 

23.8 

406 

85.7 

4 

64 

13.5 

470 

99.2 

5 

1 

0.2 

471 

59.4 

6 

3 

0.6 

474 

100.0 

1 Mean  Number  of  Additional  Disabilities  ....  2.0 
Median  Number  of  Additional  Disabilities  ..  2.0 
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This  report  is  produced  annually  by  the  Client  Information  Systems 
Branch  of  the  Division  of  Mental  Health,  Mental  Retardation  and 
Substance  Abuse  Services,  North  Carolina  Department  of  Human 
Resources.  Statistics  presented  pertain  to  clients  in  residence  or 
on  leave  from  the  five  North  Carolina  Mental  Retardation  Centers  on 
June  30,  1989.  Respite  care  clients  are  not  included. 

The  report  is  presented  in  graph  and  tabular  format  in  a manner  to 
profile  selected  characteristics  of  the  population  of  each  center  and 
the  aggregate  population  of  all  five  centers.  The  graphs  present 
resident  population  trends  for  the  previous  fifteen  years.  The  tables 
provide  frequency  distributions  by  race,  sex  and  age  groups  plus  mean 
and  median  statistics  for  age  at  admission,  current  age  and  length  of 
stay.  These  statistics  are  arranged  by  diagnosis  categories. 

Some  of  the  key  points  of  the  report  are: 

- Sixty  percent  of  the  clients  are  currently  between  the  ages  of  25 
and  45. 

- Over  ninety  percent  of  the  residents  are  severely  or  profoundly 
retarded . 

- Nearly  10  percent  of  the  clients  have  a vision  or  hearing 
impairment . 

- Ten  percent  of  the  clients  have  mental  disorders  in  addition  to 
mental  retardation. 
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PROFILE  SUMMARY 


GRAPHS : 


The  graphs  on  pages  4 through  9 show  population  trends  over  the  past 
fifteen  years.  On  June  30,  1989  the  resident  and  on-leave  population 
at  the  five  Mental  Retardation  Centers  totaled  2647  persons.  This 
represents  a 27  percent  decline  from  the  end  of  fiscal  year  1975  when 
the  resident  and  on-leave  population  was  3602  persons. 

Over  the  past  fifteen  years  the  resident  population  at  each  of  the 
mental  retardation  centers  has  declined.  Although  Western  Carolina 
Center  experienced  periods  of  growth  during  the  late  1970’s  and  early 
1980 ’s  they,  like  all  the  MRC ’ s , have  had  a general  decline  in  numbers 
of  residents  since  peaking  in  1971.  The  sharp  drop  in  the  population 
at  Western  Carolina  Center  between  1982  and  1983  reflects  transfer  of 
residents  to  Black  Mountain  Center. 

TABLES: 


Six  sets  of  three  tables  contain  statistics  for  each  of  the  five 
Mental  Retardation  Centers  and  a statewide  summary.  The  data  in  all 
tables  is  presented  for  each  of  19  diagnostic  categories.  These  19 
categories  are  collected  into  seven  larger  groups  plus  a mental 
retardation  group.  Except  within  the  mental  retardation  group, 
clients  are  anticipated  to  have  one  or  more  diagnoses  in  other 
categories  within  each  group.  Consequently,  in  some  group  totals  the 
frequency  may  exceed  the  total  population  and  the  percent  may  exceed 
100%.  Conversely,  since  each  client  should  have  only  one  mental 
retardation  diagnosis,  it  may  be  assumed  that  the  statistics  within 
the  mental  retardation  group  may  also  be  applied  to  the  institution 
as  a whole. 

Where  categories  other  than  mental  retardation  contain  mostly  zeroes 
it  should  be  presumed  an  absence  of  reporting  rather  than  absence  of 
clients  having  the  diagnosis.  Data  in  the  state  total  tables  will  be 
similarly  affected. 

TABLE  1-n: 

The  first  table  in  each  set  presents  frequency  distributions  for 
each  of  the  19  diagnosis  categories.  Mean  and  median  statistics 
for  age  at  admission,  current  age  and  length  of  stay  are  also 
shown . 

Explanation  of  statistics: 

Frequency:  The  total  number  of  reported  diagnoses.  The  count 

is  unduplicated  by  facility,  case  number  and 
admission  date. 
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Percent:  The  frequency  divided  by  end  of  year  census 

multiplied  by  100. 

Age  at  Admission  was  calculated  by  subtracting  the  date  of  birth 
from  date  of  admission. 

Current  age  was  calculated  by  subtracting  date  of  birth  from 
June  30,  1989. 

Length  of  stay  was  calculated  by  subtracting  admission  date  from 
June  30,  1989. 


TABLE  2-n: 

These  tables  show  frequencies  and  percentages  by  race  and  sex. 
The  non-white  classification  includes  client  race  reported  as 
Black,  American  Indian,  Hispanic,  other  and  unknown. 

TABLE  3-n: 

These  tables  present  the  population  in  seven  different  age  groups. 
Age  was  calculated  by  substracting  client  date  of  birth  from  June 
30,  1989. 
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NOIlVTIdOd 


NOIlVTIdOd 


BOOK  POPULATION  - END  OF  FISCAL  YEAR 


NOLLVTldOd 


FISCAL  YEAR 


Noiivindod 


NOliVTldOd 


TABLE  1-1 


MURDOCH  CENTER 
Diagnosis  Frequencies 


Means/Hedians  of  Age  at  Admission, 

Current  Age  and  Length  of  Stay 

FREQUENCY 

AGE  AT  ADMISSION 

AGE  CURRENTLY 

LENGTH  OP  STAY 

DIAGNOSIS 

TOTAL 

X 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

MEAN 

MBDIAN 

Mental  Retardation: 

Mild 

7 

1.0 

21.3 

22.0 

35.6 

34.9 

14.2 

11.6 

Moderate 

40 

5.4 

18.9 

18.5 

38.3 

37.5 

19.4 

20.5 

Severe 

129 

17.6 

19.1 

17.9 

40.7 

39.0 

21.7 

22.7 

Profound 

560 

76.2 

14.8 

12.0 

37.0 

35.0 

22.3 

23.8 

Unspecified 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

736 

100.1 

Developaental  Disability: 

Autism 

8 

1.1 

15.2 

14.0 

28.5 

28.5 

13.4 

13.7 

Bpilepsy 

430 

58.5 

14.3 

12.0 

35.4 

34.0 

21.2 

22.2 

Cerebral  Palsy 

231 

31.4 

14.1 

12.0 

36.3 

35.0 

22.3 

23.4 

Other  Developaental  Disability 

241 

32.8 

13.1 

11.0 

34.2 

33.1 

21.1 

22.4 

Total 

910 

123.8 

Mental  Disorders: 

Organic  Mental  Disorders 

3 

0.4 

36.3 

40.0 

76.7 

80.0 

40.7 

40.5 

Psychotic  Disorders 

60 

8.2 

20.4 

18.9 

40.5 

39.0 

20.2 

21.2 

Non  Psychotic  Disorders 

141 

19.2 

16.1 

13.9 

37.2 

35.1 

21.1 

22.5 

Total 

204 

27.8 

Childhood  Disorders: 

Conduct 

173 

23.5 

15.7 

13.0 

35.1 

33.0 

19.5 

21.1 

Other  Childhood  Disorders 

15 

2.0 

15.5 

11.0 

39.3 

37.9 

23.9 

24.1 

Total 

188 

25.6 

Iapairaent  of  Special  Senses: 

Vision  Impairments 

92 

12.5 

12.6 

10.0 

33.6 

32.5 

21.1 

22.5 

Hearing  Iapairnents 

18 

2.4 

20.4 

18.0 

40.7 

34.5 

20.4 

22.3 

Total 

110 

15.0 

Convulsive  Disorders 

66 

9.0 

17.0 

15.0 

39.2 

38.5 

22.3 

23.1 

Motor  Disfunctions 

10 

1.4 

23.1 

21.0 

42.5 

41.0 

19.4 

21.2 

Genetic  Conponent 

67 

9.1 

14.0 

10.1 

37.3 

35.0 

23.3 

23.8 

NOTB:  Percents  calculated  b;  dividing  total  coluan  by  end  of  year  population  of  735. 
Means  and  nedians  are  expressed  in  years 
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TABLE  2-1 


MURDOCH  CENTER 

Diagnosis  Frequencies  by  Race  and  Sex 
• - - - - RACB  ------  SEI 


— WHITE  — - 

- NON 

WHITE  - 

— MALE 

— 

- FEMALE 

! — 

DIAGNOSIS 

NUMBER 

X 

NUMBER 

t 

NUMBER 

* 

NUMBER 

X 

Mental  Retardation: 

Mild 

4 

0.5 

3 

0.4 

4 

0.5 

3 

0.4 

Moderate 

27 

3.7 

13 

1.8 

25 

3.4 

15 

2.0 

Severe 

101 

13.7 

28 

3.8 

82 

11.2 

47 

6.4 

Profound 

396 

53.9 

164 

22.3 

315 

42.9 

245 

33.3 

Unspecified 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Total 

528 

71.8 

208 

28.3 

426 

58.0 

310 

42.2 

Developmental  Disability: 

Autism 

6 

0.8 

2 

0.3 

7 

1.0 

1 

0.1 

Epilepsy 

305 

41.5 

125 

17.0 

243 

33.1 

187 

25.4 

Cerebral  Palsy 

162 

22.0 

69 

9.4 

121 

16.5 

110 

15.0 

Other  Developmental  Disability 

166 

22.6 

75 

10.2 

162 

22.0 

79 

10.7 

Total 

639 

86.9 

271 

36.9 

533 

72.5 

377 

51.3 

Mental  Disorders: 

Organic  Mental  Disorders 

3 

0.4 

0 

0.0 

0 

0.0 

3 

0.4 

Psychotic  Disorders 

46 

6.3 

14 

1.9 

31 

4.2 

29 

3.9 

Non  Psychotic  Disorders 

103 

14.0 

38 

5.2 

95 

12.9 

46 

6.3 

Total 

152 

20.7 

52 

7.1 

126 

17.1 

78 

10.6 

Childhood  Disorders: 

Conduct 

116 

15.8 

57 

7.8 

100 

13.6 

73 

9.9 

Other  Childhood  Disorders 

13 

1.8 

2 

0.3 

10 

1.4 

5 

0.7 

Total 

129 

17.6 

59 

8.0 

110 

15.0 

78 

10.6 

Impairment  of  Special  Senses: 

Vision  Impairments 

64 

8.7 

28 

3.8 

62 

8.4 

30 

4.1 

Hearing  Impairments 

12 

1.6 

6 

0.8 

10 

1.4 

8 

1.1 

Total 

76 

10.3 

34 

4.6 

72 

9.8 

38 

5.2 

Convulsive  Disorders 

47 

6.4 

19 

2.6 

35 

4.8 

31 

4.2 

Motor  Disfunctions 

7 

1.0 

3 

0.4 

6 

0.8 

4 

0.5 

Genetic  Component 

54 

7.3 

13 

1.8 

44 

6.0 

23 

3.1 

NOTE:  Percents  calculated  by  dividing  nuiber  coluin  by  end  of  year  population  of  735. 
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TABLE  3-1 


DIAGNOSIS 

dental  Retardation: 

Mild 

Moderate 

Severe 

Profound 

Unspecified 

Total 

Developmental  Disability: 

Autism 
Epilepsy 
Cerebral  Palsy 

Other  Developmental  Disability 
Total 

Mental  Disorders: 

Organic  Mental  Disorders 
Psychotic  Disorders 
Non  Psychotic  Disorders 
Total 

Childhood  Disorders: 

Conduct 

Other  Childhood  Disorders 
Total 

Impairment  of  Special  Senses: 
Vision  Impairments 
Hearing  Impairments 
Total 

Convulsive  Disorders 
Motor  Disfunctions 
Genetic  Component 


0 -17 


0 

0 

0 

3 

0 

3 


1 

0 

0 

1 

2 


0 

0 

0 

0 


1 

1 

2 


1 

0 

1 

0 

0 

0 


MURDOCH  CRNTBR 

Diagnosis  Frequencies  by  Age  Group 
AGE  GROUP 

18-24  25-34  35-44 


1 2 2 

2 7 20 

6 37  40 

42  184  176 

0 0 0 

51  230  238 


1 3 3 

40  151  140 

20  80  77 

26  83  78 

87  317  298 


0 0 0 

0 19  23 

9 44  54 

9 63  77 


16  6?  43 

1 3 5 

17  70  48 


8 36  23 

0 6 3 

8 42  26 

5 17  26 

0 0 6 

3 25  17 


45-54 


1 

4 

22 

49 

0 

76 


0 

36 

22 

18 

76 


0 

7 

5 

12 


8 

3 

11 


12 

1 

13 

6 

4 

12 


55-64  65  PLUS 


0 1 

2 5 

10  14 

29  77 

0 0 

41  97 


0 0 

17  46 

6 26 

6 29 

29  101 


0 3 

5 6 

8 21 

13  30 


11  27 

2 0 

13  27 


2 

3 

5 

3 

0 

2 


10 

5 

15 

9 

0 

8 
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NOTE:  Age  groups  are  based  on  current  age. 


TABLE  1-2 


O’BBRRY  CBNTBR 


Diagnosis  Frequencies 

Means/Nedians  of  Age  at  Admission,  Current  Age  and  Length  of  Stay 


FREQUENCY 

AGE  AT  ADMISSION 

AGE  CURRENTLY 

LBNGTB  OP  STAY 

DIAGNOSIS 

TOTAL 

X 

MEAN 

MBDIAN 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

Mental  Retardation: 

Mild 

1 

0.2 

26.0 

26.0 

29.0 

29.0 

2.7 

2.7 

Moderate 

17 

3.6 

34.4 

29.0 

41.4 

38.0 

7.0 

2.4 

Severe 

73 

15.3 

26.5 

19.9 

40.0 

39.0 

13.6 

11.5 

Profound 

386 

81.1 

16.7 

13.0 

36.6 

36.0 

19.9 

22.3 

Unspecified 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

477 

100.2 

Developnental  Disability: 

Autisa 

2 

0.4 

18.5 

18.5 

38.0 

38.0 

19.3 

19.3 

Bpilepsy 

103 

21.6 

19.3 

15.0 

37.7 

37.0 

18.5 

21.5 

Cerebral  Palsy 

17 

3.6 

17.5 

13.0 

34.7 

33.0 

17.2 

20.1 

Other  Developnental  Disability 

2 

0.4 

13.5 

13.5 

21.0 

21.0 

7.3 

7.3 

Total 

124 

26.1 

Mental  Disorders: 

Organic  Mental  Disorders 

5 

1.1 

46.6 

55.0 

50.6 

56.0 

3.8 

2.8 

Psychotic  Disorders 

6 

1.3 

23.6 

16.0 

41.5 

40.5 

17.9 

23.3 

Non  Psychotic  Disorders 

3 

0.6 

11.0 

12.0 

34.3 

36.0 

23.3 

23.8 

Total 

14 

2.9 

Childhood  Disorders: 

Conduct 

3 

0.6 

12.7 

14.1 

39.0 

42.0 

26.2 

24.0 

Other  Childhood  Disorders 

9 

1.9 

16.1 

12.1 

31.9 

34.0 

15.8 

17.1 

Total 

12 

2.5 

Impairment  of  Special  Senses: 

Vision  Iapairnents 

62 

13.0 

19.0 

14.5 

38.7 

37.0 

19.7 

23.3 

Hearing  Iapairaents 

6 

1.3 

24.9 

19.0 

39.9 

38.5 

15.0 

14.4 

Total 

68 

14.3 

Convulsive  Disorders 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Motor  Disfunctions 

19 

4.0 

16.9 

17.0 

38.0 

40.0 

21.1 

22.9 

Genetic  Coaponent 

7 

1.5 

21.1 

9.0 

36.7 

35.0 

15.7 

17.9 

NOTE:  Percents  calculated  by  dividing  total  colunn 

by  end  of  year  population  of  476. 

Heans  and  aedians  are  expressed  in  years 
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TABLE  2-2 


O’ BEER?  CENTER 

Diagnosis  Frequencies  by  Race  and  Sex 
■ - - - - RACE  ------  SEX 


— WHITE  — - 

- NON  WHITB  - 

— MALE 

— 

- FEMALE  — 

DIAGNOSIS 

NUMBER 

X 

NUMBER 

X 

NUMBER 

X 

NUMBER 

X 

Rental  Retardation: 

Mild 

1 

0.2 

0 

0.0 

0 

0.0 

1 

0.2 

Moderate 

10 

2.1 

7 

1.5 

10 

2.1 

7 

1.5 

Severe 

42 

8.8 

31 

6.5 

38 

8.0 

35 

7.4 

Profound 

225 

47.3 

161 

33.8 

221 

46.4 

165 

34.7 

Unspecified 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Total 

278 

58.4 

199 

41.8 

269 

56.5 

208 

43.7 

Developaental  Disability: 

Autisa 

2 

0.4 

0 

0.0 

2 

0.4 

0 

0.0 

Epilepsy 

61 

12.8 

42 

8.8 

50 

10.5 

53 

11.1 

Cerebral  Palsy 

9 

1.9 

8 

1.7 

9 

1.9 

8 

1.7 

Other  Developaental  Disability 

2 

0.4 

0 

0.0 

1 

0.2 

1 

0.2 

Total 

74 

15.5 

50 

10.5 

62 

13.0 

62 

13.0 

Mental  Disorders: 

Organic  Mental  Disorders 

5 

1.1 

0 

0.0 

4 

0.8 

1 

0.2 

Psychotic  Disorders 

1 

0.2 

5 

1.1 

3 

0.6 

3 

0.6 

Non  Psychotic  Disorders 

2 

0.4 

1 

0.2 

0 

0.0 

3 

0.6 

Total 

8 

1.7 

6 

1.3 

7 

1.5 

7 

1.5 

Childhood  Disorders: 

Conduct 

2 

0.4 

1 

0.2 

1 

0.2 

2 

0.4 

Other  Childhood  Disorders 

6 

1.3 

3 

0.6 

5 

1.1 

4 

0.8 

Total 

8 

1.7 

4 

0.8 

6 

1.3 

6 

1.3 

Iapairaent  of  Special  Senses: 

Vision  Iapairaents 

39 

8.2 

23 

4.8 

29 

6.1 

33 

6.9 

Hearing  Iapairaents 

4 

0.8 

2 

0.4 

4 

0.8 

2 

0.4 

Total 

43 

9.0 

25 

5.3 

33 

6.9 

35 

7.4 

Convulsive  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Motor  Disfunctions 

7 

1.5 

12 

2.5 

8 

1.7 

11 

2.3 

Genetic  Coaponent 

4 

0.8 

3 

0.6 

5 

1.1 

2 

0.4 

NOTE:  Percents  calculated  by  dividing  nunber  coluan  by  end  of  year  population  of  476. 
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TABLE  3-2 


DIAGNOSIS 

Mental  Retardation: 

Mild 

Moderate 

Severe 

Profound 

Unspecified 

Total 

Developmental  Disability: 

Autism 
Epilepsy 
Cerebral  Palsy 

Other  Developmental  Disability 
Total 

Mental  Disorders: 

Organic  Mental  Disorders 
Psychotic  Disorders 
Hon  Psychotic  Disorders 
Total 

Childhood  Disorders: 

Conduct 

Other  Childhood  Disorders 
Total 

Impairment  of  Special  Senses: 
Vision  Impairments 
Hearing  Impairments 
Total 

Convulsive  Disorders 
Motor  Disfunctions 
Genetic  Component 


0 -17 


0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 


0 

0 

0 

0 


0 

0 

0 


0 

0 

0 

0 

0 

0 


O'  BERRY  CBNTBR 


Diagnosis  Frequencies  by  Age  Group 


AGE  GROUP 

18-24  25-34  35-44 


0 1 0 

2 5 4 

6 18  18 

23  138  126 

0 0 0 

31  162  148 


0 0 2 

7 29  38 

1 8 6 

2 0 0 

10  37  46 


1 0 0 

0 0 4 

0 1 2 

1 1 6 


0 1 1 

4 0 3 

4 1 4 


1 21  19 

0 1 2 

1 22  21 

0 0 0 

0 7 6 

0 2 3 


45-54 


0 

1 

14 

46 

0 

61 


0 

9 

0 

0 

9 


1 

1 

0 

2 


1 

1 

2 


11 

1 

12 

0 

4 

0 


55-64  65  PLUS 


0 

1 

9 

14 

0 

24 


0 

4 

8 

39 

0 

51 


0 0 

11  9 

1 1 

0 0 

12  10 


2 1 
0 1 
0 0 
2 2 


0 0 
0 1 
0 1 


4 

1 

5 

0 


1 


6 

1 

7 

0 

2 

1 
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NOTE:  Age  groups  are  based  on  current  age. 





TAB LB  1-3 


CASWBLL  CBNTBR 


Diagnosis  Frequencies 

Heans/Medi&ns  of  Age  at  Adaission,  Current  Age  and  Length  of  Stay 


FREQUENCY 

AGE  AT  ADMISSION 

AGE  CURRENTLY 

LBNGTH  OP  STAY 

DIAGNOSIS 

TOTAL 

* 

MEAN 

HBDIAN 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

Mental  Retardation: 

Mild 

37 

4.3 

23.4 

22.0 

38.4 

35.0 

15.1 

7.0 

Moderate 

84 

9.8 

20.0 

15.5 

39.9 

37.5 

19.9 

18.7 

Severe 

158 

18.5 

20.7 

16.1 

43.8 

42.0 

23.2 

23.9 

Profound 

573 

67.0 

15.5 

12.0 

42.1 

40.0 

26.6 

23.9 

Unspecified 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

852 

99.6 

Developaental  Disability: 

Autisa 

15 

1.8 

15.8 

15.9 

27.5 

27.0 

11.8 

9.2 

Bpilepsy 

85 

9.9 

14.5 

11.0 

37.5 

35.0 

23.0 

23.9 

Cerebral  Palsy 

194 

22.7 

14.9 

12.0 

38.7 

36.0 

23.8 

23.7 

Other  Developaental  Disability 

2 

0.2 

22.5 

22.5 

26.0 

26.0 

3.6 

3.6 

Total 

296 

34.6 

Mental  Disorders: 

Organic  Mental  Disorders 

3 

0.4 

33.7 

33.0 

60.6 

66.0 

26.9 

34.8 

Psychotic  Disorders 

19 

2.2 

28.1 

26.9 

40.4 

38.0 

12.3 

7.0 

Non  Psychotic  Disorders 

10 

1.2 

22.4 

22.5 

39.3 

34.1 

17.0 

19.2 

Total 

32 

3.7 

Childhood  Disorders: 

Conduct 

2 

0.2 

16.0 

16.0 

31.0 

31.0 

14.9 

14.9 

Other  Childhood  Disorders 

5 

0.6 

20.4 

18.0 

39.0 

34.0 

18.6 

12.1 

Total 

7 

0.8 

Iapairaent  of  Special  Senses: 

Vision  Inpairnents 

25 

2.9 

18.5 

16.1 

44.1 

44.0 

25.6 

23.9 

Hearing  Inpairnents 

50 

5.8 

18.3 

13.0 

39.6 

31.5 

21.3 

23.1 

Total 

75 

8.8 

Convulsive  Disorders 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Motor  Disfunctions 

7 

0.8 

19.8 

14.0 

44.6 

48.0 

24.8 

24.0 

Genetic  Conponent 

16 

1.9 

18.0 

12.0 

40.3 

37.5 

22.4 

19.1 

NOTE:  Percents  calculated  by  dividing  total  colunn  by  end  of  year 

population  of  855. 

Means  and  aedians  are  expressed  in  years 
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TABLE  2-3 


CASWELL  CENTER 

Diagnosis  Frequencies  by  Race  and  Sex 
■ - - - - RACE SEX 


— WHITE 

i .... 

- NON  WHITB  - 

— HALB 

— 

- FEMALE 

i 

DIAGNOSIS 

NUMBER 

X 

NUMBER 

X 

NUMBER 

X 

NUMBER 

X 

Mental  Retardation: 

Mild 

26 

3.0 

11 

1.3 

26 

3.0 

11 

1.3 

Moderate 

62 

7.3 

22 

2.6 

54 

6.3 

30 

3.5 

Severe 

112 

13.1 

46 

5.4 

95 

11.1 

63 

7.4 

Profound 

355 

41.5 

218 

25.5 

310 

36.3 

263 

30.8 

Unspecified 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Total 

555 

64.9 

297 

34.7 

485 

56.7 

367 

42.9 

Developaental  Disability: 

Autisa 

12 

1.4 

3 

0.4 

9 

1.1 

6 

0.7 

Epilepsy 

58 

6.8 

27 

3.2 

53 

6.2 

32 

3.7 

Cerebral  Palsy 

106 

12.4 

88 

10.3 

91 

10.6 

103 

12.0 

Other  Developaental  Disability 

1 

0.1 

1 

0.1 

1 

0.1 

1 

0.1 

Total 

177 

20.7 

119 

13.9 

154 

18.0 

142 

16.6 

Mental  Disorders: 

Organic  Mental  Disorders 

3 

0.4 

0 

0.0 

1 

0.1 

2 

0.2 

Psychotic  Disorders 

14 

1.6 

5 

0.6 

13 

1.5 

6 

0.7 

Non  Psychotic  Disorders 

9 

1.1 

1 

0.1 

6 

0.7 

4 

0.5 

Total 

26 

3.0 

6 

0.7 

20 

2.3 

12 

1.4 

Childhood  Disorders: 

Conduct 

0 

0.0 

2 

0.2 

1 

0.1 

1 

0.1 

Other  Childhood  Disorders 

4 

0.5 

1 

0.1 

4 

0.5 

1 

0.1 

Total 

4 

0.5 

3 

0.4 

5 

0.6 

2 

0.2 

Iapairaent  of  Special  Senses: 

Vision  Inpairaents 

12 

1.4 

13 

1.5 

16 

1.9 

9 

1.1 

Hearing  lapairaents 

28 

3.3 

22 

2.6 

37 

4.3 

13 

1.5 

Total 

40 

4.7 

35 

4.1 

53 

6.2 

22 

2.6 

Convulsive  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Motor  Disfunctions 

5 

0.6 

2 

0.2 

2 

0.2 

5 

0.6 

Genetic  Conponent 

14 

1.6 

2 

0.2 

14 

1.6 

2 

0.2 

NOTB:  Percents  calculated  by  dividing  nuaber  coluan  by  end  of  year  population  of  855. 
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TABLB  3-3 


CASWELL  CENTER 

Diagnosis  Frequencies  by  Age  Group 


AGE  GROUP 


DIAGNOSIS 

0 -17 

18-24 

25-34 

35-44 

45-54 

55-64 

65  PLUS 

Mental  Retardation: 

Mild 

0 

2 

13 

9 

4 

3 

6 

Moderate 

0 

7 

33 

14 

9 

8 

13 

Severe 

1 

6 

28 

51 

31 

13 

28 

Profound 

3 

20 

145 

159 

93 

45 

108 

Unspecified 

0 

0 

0 

0 

0 

0 

0 

Total 

4 

35 

219 

233 

137 

69 

155 

Developmental  Disability: 

Autisa 

1 

2 

9 

0 

0 

0 

3 

Bpilepsy 

1 

7 

26 

23 

12 

4 

12 

Cerebral  Palsy 

1 

4 

70 

52 

30 

10 

27 

Other  Developnental  Disability 

0 

1 

1 

0 

0 

0 

0 

Total 

3 

14 

106 

75 

42 

14 

42 

Mental  Disorders: 

Organic  Mental  Disorders 

0 

0 

0 

0 

1 

0 

2 

Psychotic  Disorders 

0 

1 

6 

5 

2 

3 

2 

Non  Psychotic  Disorders 

0 

1 

4 

2 

1 

1 

1 

Total 

0 

2 

10 

7 

4 

4 

5 

Childhood  Disorders: 

Conduct 

0 

0 

1 

1 

0 

0 

0 

Other  Childhood  Disorders 

0 

0 

1 

0 

1 

1 

2 

Total 

0 

0 

2 

1 

1 

1 

2 

Iapairaent  of  Special  Senses: 

Vision  Iapairaents 

0 

2 

5 

5 

3 

3 

7 

Hearing  Iapairaents 

0 

8 

18 

3 

3 

4 

14 

Total 

0 

10 

23 

8 

6 

7 

21 

Convulsive  Disorders 

0 

0 

0 

0 

0 

0 

0 

Motor  Disfunctions 

0 

0 

2 

0 

4 

1 

0 

Genetic  Coaponent 

0 

2 

4 

7 

0 

1 

2 
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NOTE:  Age  groups  are  based  on  current  age. 
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TABLE  1-4 


WESTERN  CAROLINA  CBNTER 


Diagnosis  Frequencies 

Heans/Hedians  of  Age  at  Adoission , Current  Age  and  Length  of  Stay 


FREQUENCT 

AGE  AT  ADMISSION 

AGE  CURRENTLY 

LENGTH  OP  STAY 

DIAGNOSIS 

TOTAL 

X 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

Mental  Retardation: 

Mild 

4 

0.9 

16.0 

17.5 

27.5 

25.0 

11.6 

11.9 

Moderate 

36 

7.8 

17.7 

15.0 

32.6 

33.5 

14.9 

16.9 

Severe 

100 

21.6 

18.2 

15.5 

30.9 

30.9 

12.7 

11.6 

Profound 

323 

69.9 

15.7 

12.0 

31.8 

31.0 

16.2 

18.8 

Unspecified 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

463 

100.2 

Developoental  Disability: 

Autiss 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Epilepsy 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Cerebral  Palsy 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Other  Developoental  Disability 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

0 

0.0 

Mental  Disorders: 

Organic  Mental  Disorders 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Psychotic  Disorders 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Non  Psychotic  Disorders 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

0 

0.0 

Childhood  Disorders: 

Conduct 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Other  Childhood  Disorders 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

0 

0.0 

Iapairaent  of  Special  Senses: 

Vision  Iapairaents 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Hearing  Iapairaents 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Total 

0 

0.0 

Convulsive  Disorders 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Motor  Disfunctions 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

Genetic  Coaponent 

0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

NOTB:  Percents  calculated  by  dividing  total  colunn  by  end  of  year  population  of  462. 
Means  and  aedians  are  expressed  in  years 
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TABLE  2-4 


WB8TBRN  CAROLINA  CENTBR 
Diagnosis  Frequencies  by  Race  and  Sex 
• RACE SEX 


— WHITE 

- NON  WHITE  - 

— MALE 

— 

- PBMALB 

-- 

DIAGNOSIS 

NUMBBR 

X 

NUMBER 

X 

NUMBER 

X 

NUMBER 

X 

Mental  Retardation: 

Mild 

3 

0.6 

1 

0.2 

3 

0.6 

1 

0. 

Moderate 

31 

6.7 

5 

1.1 

25 

5.4 

11 

2. 

Severe 

81 

17.5 

19 

4.1 

65 

14.1 

35 

7. 

Profound 

269 

58.2 

54 

11.7 

181 

39.2 

142 

30. 

Unspecified 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Total 

384 

83.1 

79 

17.1 

274 

59.3 

189 

40. 

Developaental  Disability: 

Autisa 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Bpilepsy 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Cerebral  Palsy 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Other  Developaental  Disability 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Total 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Mental  Disorders: 

Organic  Mental  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Psychotic  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Non  Psychotic  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Total 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Childhood  Disorders: 

Conduct 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Other  Childhood  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Total 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Iapairaent  of  Special  Senses: 

Vision  Iapairaents 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Hearing  Iapairaents 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Total 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Convulsive  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Motor  Disfunctions 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

Genetic  Coaponent 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0. 

NOTE:  Percents  calculated  by  dividing  nuaber  coluan  by  end  of  year  population  of  462. 


2 

4 

6 

7 

0 

9 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 
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WESTERN  CAROLINA  CBNTBR 


DIAGNOSIS 

dental  Retardation: 

Mild 

Moderate 

Severe 

Profound 

Unspecified 

Total 

Developnental  Disability: 

Autisa 
Bpilepsy 
Cerebral  Palsy 

Other  Developaental  Disability 
Total 

dental  Disorders: 

Organic  dental  Disorders 
Psychotic  Disorders 
Non  Psychotic  Disorders 
Total 

Childhood  Disorders: 

Conduct 

Other  Childhood  Disorders 
Total 

Iapairaent  of  Special  Senses: 
Vision  Iapairaents 
Hearing  Iapairaents 
Total 

Convulsive  Disorders 
Motor  Disfunctions 
Genetic  Coaponent 


Diagnosis  Frequencies  by  Age  Group 


AGB  GROUP 

0 -17  18-24  25-34  35-44 


0 2 11 
1 4 13  12 

1 15  46  25 

17  50  114  74 

0 0 0 0 

19  71  174  112 


0 

0 

0 

0 

0 


0 

0 

0 

0 

0 


0 

0 

0 

0 

0 


0 

0 

0 

0 

0 


0 0 0 0 
0 0 0 0 
0 0 0 0 
0 0 0 0 


0 0 0 0 
0 0 0 0 
0 0 0 0 


0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 


NOTE:  Age  groups  are  based  on  current  age. 
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TAB LB  1-5 


BLACK  MOUNTAIN  CENTER 
Diagnosis  Frequencies 

Ne&ns/Medi&ns  of  Age  at  Adaission,  Current  Age  and  Length  of  Stay 


DIAGNOSIS 

Mental  Retardation: 

Mild 

Moderate 

Severe 

Profound 

Unspecified 

Total 

Developaental  Disability: 

Autisa 
Bpilepsy 
Cerebral  Palsy 

Other  Developaental  Disability 
Total 

Mental  Disorders: 

Organic  Mental  Disorders 
Psychotic  Disorders 
Non  Psychotic  Disorders 
Total 

Childhood  Disorders: 

Conduct 

Other  Childhood  Disorders 
Total 

lapairaent  of  Special  Senses: 
Vision  Iopairaents 
Hearing  Iapairnents 
Total 

Convulsive  Disorders 
Motor  Disfunctions 
Genetic  Coaponent 


FREQUENCY  AGB  AT  ADMISSION 


TOTAL 

X 

MEAN 

MEDIAN 

4 

3.4 

37.0 

43.5 

11 

9.2 

42.8 

42.0 

12 

10.1 

34.6 

32.0 

90 

75.6 

30.2 

29.0 

1 

0.8 

27.0 

27.0 

118 

99.2 

0 

0.0 

0.0 

0.0 

0 

0.0 

0.0 

0.0 

0 

0.0 

0.0 

0.0 

0 

0.0 

0.0 

0.0 

0 

0.0 

0 

0.0 

0.0 

0.0 

8 

6.7 

39.9 

45.0 

10 

8.4 

37.4 

36.0 

18 

15.1 

0 

0.0 

0.0 

0.0 

6 

5.0 

22.0 

20.0 

6 

5.0 

1 

0.8 

13.0 

13.0 

0 

0.0 

0.0 

0.0 

1 

0.8 

0 

0.0 

0.0 

0.0 

0 

0.0 

0.0 

0.0 

0 

0.0 

0.0 

0.0 

AGE  CURRENTLY 

LENGTH  OP  STAY 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

39.0 

46.0 

2.0 

0.4 

44.0 

45.0 

1.1 

0.8 

38.3 

37.0 

3.8 

3.1 

35.2 

35.0 

5.1 

7.0 

31.0 

31.0 

3.8 

oo 

o-> 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

43.2 

47.0 

3.3 

3.3 

41.9 

39.0 

4.5 

7.0 

0.0 

0.0 

0.0 

0.0 

25.3 

24.0 

3.4 

3.3 

13.0 

13.0 

0.1 

0.1 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

NOTB:  Percents  calculated  by  dividing  total  coluan  by  end  of  year  population  of  119. 
Means  and  aedians  are  expressed  in  years 
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TABLE  2-5 


BLACK  MOUNTAIN  CBNTEB 
Diagnosis  Frequencies  by  Race  and  Sex 
• - - - - RACE SEI 


— WHITE 

.... 

- NON  WHITE  - 

— MALB 

— 

- FEMALE 

DIAGNOSIS 

NUMBER 

X 

NUMBER 

X 

NUMBER 

X 

NUMBER 

X 

Mental  Retardation: 

Mild 

4 

3.4 

0 

0.0 

2 

1.7 

2 

1.7 

Moderate 

11 

9.2 

0 

0.0 

6 

5.0 

5 

4.2 

Severe 

12 

10.1 

0 

0.0 

4 

3.4 

8 

6.7 

Profound 

77 

64.7 

13 

10.9 

49 

41.2 

41 

34.5 

Unspecified 

1 

0.8 

0 

0.0 

0 

0.0 

1 

0.8 

Total 

105 

88.2 

13 

10.9 

61 

51.3 

57 

47.9 

Developmental  Disability: 

Autisa 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Epilepsy 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Cerebral  Palsy 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Other  Developaental  Disability 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Total 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Mental  Disorders: 

Organic  Mental  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Psychotic  Disorders 

8 

6.7 

0 

0.0 

2 

1.7 

6 

5.0 

Non  Psychotic  Disorders 

10 

8.4 

0 

0.0 

6 

5.0 

4 

3.4 

Total 

18 

15.1 

0 

0.0 

8 

6.7 

10 

8.4 

Childhood  Disorders: 

Conduct 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Other  Childhood  Disorders 

6 

5.0 

0 

0.0 

3 

2.5 

3 

2.5 

Total 

6 

5.0 

0 

0.0 

3 

2.5 

3 

2.5 

Iapairaent  of  Special  Senses: 

Vision  Iapairaents 

1 

0.8 

0 

0.0 

0 

0.0 

1 

0.8 

Hearing  Iapairaents 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Total 

1 

0.8 

0 

0.0 

0 

0.0 

1 

0.8 

Convulsive  Disorders 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Motor  Disfunctions 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

Genetic  Component 

0 

0.0 

0 

0.0 

0 

0.0 

0 

0.0 

NOTE:  Percents  calculated  by  dividing  nuaber  coluan  by  end  of  year  population  of  119. 
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TABLE  3-5 


DIAGNOSIS 

Mental  Retardation: 

Mild 

Moderate 

Severe 

Profound 

Unspecified 

Total 

Developaental  Disability: 

Autism 
Epilepsy 
Cerebral  Palsy 

Other  Developaental  Disability 
Total 

Mental  Disorders: 

Organic  Mental  Disorders 
Psychotic  Disorders 
Non  Psychotic  Disorders 
Total 

Childhood  Disorders: 

Conduct 

Other  Childhood  Disorders 
Total 

Inpairaent  of  Special  Senses: 
Vision  Inpairaents 
Hearing  Iapairaents 
Total 

Convulsive  Disorders 
Motor  Disfunctions 
Genetic  Conponent 


BLACK  MOUNTAIN  CENTEB 
Diagnosis  Frequencies  by  Age  Group 


0 -17 


18-24 


25-34 


AGE  GROUP 
35-44  45-54 


0 

1 

0 

9 
0 

10 


0 

1 

3 

23 

1 


1 

3 

1 

26 

0 

31 


2 

3 

3 

7 

0 

15 


55-64  65  PLUS 


0 

2 

1 

7 

0 

10 


0 

1 

3 

13 

0 

17 


0 

0 

0 

0 

0 


0 

0 

0 

0 

0 


0 0 

2 2 

2 0 

4 2 


0 0 
0 1 
0 1 


0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 
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NOTE:  Age  groups  are  based  on  current  age. 


TABLE  1-6 


ALL  NORTH  CAROLINA  MBNTAL  RETARDATION  CENTBRS 


Diagnosis  Frequencies 

Heans/Hedians  of  Age  at  Admission,  Current  Age  and  Length  of  Stay 


FREQUENCY 

AGE  AT  ADMISSION 

AGE  CURRENTLY 

LENGTH  OP  STAY 

DIAGNOSIS 

TOTAL 

X 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

MEAN 

MEDIAN 

Mental  Retardation: 

Mild 

53 

2.0 

23.6 

22.0 

37.1 

35.0 

13.5 

7.0 

Moderate 

188 

7.1 

22.0 

18.0 

38.5 

36.0 

16.6 

16.3 

Severe 

472 

17.8 

21.0 

17.0 

39.5 

38.0 

18.6 

20.2 

Profound 

1932 

73.0 

16.2 

13.0 

37.5 

36.0 

21.3 

22.4 

Unspecified 

1 

0.0 

27.0 

27.0 

31.0 

31.0 

3.8 

3.8 

Total 

2646 

100.0 

Developaental  Disability: 

Autism 

25 

0.9 

15.8 

15.9 

28.7 

28.0 

12.9 

10.3 

Epilepsy 

618 

23.3 

15.1 

12.1 

36.1 

35.0 

21.0 

22.2 

Cerebral  Palsy 

442 

16.7 

14.6 

12.0 

37.3 

36.0 

22.7 

23.3 

Other  Developaental  Disability 

245 

9.3 

13.2 

11.0 

34.0 

33.0 

20.9 

22.3 

Total 

1330 

50.2 

Mental  Disorders: 

Organic  Mental  Disorders 

11 

0.4 

40.3 

40.0 

60.5 

66.0 

20.1 

9.5 

Psychotic  Disorders 

93 

3.5 

23.8 

21.1 

40.8 

39.0 

17.0 

18.5 

Non  Psychotic  Disorders 

164 

6.2 

17.7 

14.0 

37.6 

36.0 

19.9 

22.2 

Total 

268 

10.1 

Childhood  Disorders: 

Conduct 

178 

6.7 

15.6 

13.0 

35.1 

33.0 

19.5 

21.1 

Other  Childhood  Disorders 

35 

1.3 

17.5 

12.9 

35.0 

35.0 

17.6 

20.5 

Total 

213 

8.0 

Iapairaent  of  Special  Sense&: 

Vision  Iapairaents 

180 

6.8 

15.6 

12.0 

36.7 

35.5 

21.1 

22.7 

Hearing  Iapairaents 

74 

2.8 

19.4 

15.5 

39.9 

32.0 

20.6 

22.7 

Total 

254 

9.6 

Convulsive  Disorders 

66 

2.5 

17.0 

15.0 

39.2 

38.5 

22.3 

23.1 

Motor  Disfunctions 

36 

1.4 

19.2 

18.5 

40.5 

41.0 

21.3 

23.8 

Genetic  Coaponent 

90 

3.4 

15.3 

10.5 

37.7 

36.0 

22.6 

23.2 

NOTE:  Percents  calculated  by  dividing 

total  coluan  by  end  of  year  population 

of  2647. 

Means  and  aedians  are  expressed  in  years 
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TABLE  2-6 


ALL  NORTH  CAROLINA  MENTAL  RETARDATION  CENTERS 
Diagnosis  Frequencies  by  Race  and  Sex 
RACE SBX 


— WHITE  — - 

- NON  WHITB  - 

— MALB 

— 

- FEMALE 

DIAGNOSIS 

NUMBBR 

X 

NUMBER 

X 

NUMBBR 

X 

NUMBER 

X 

Mental  Retardation: 

Mild 

38 

1.4 

15 

0.6 

35 

1.3 

18 

0.7 

Moderate 

141 

5.3 

47 

1.8 

120 

4.5 

68 

2.6 

Severe 

348 

13.1 

124 

4.7 

284 

10.7 

188 

7.1 

Profound 

1322 

49.9 

610 

23.0 

1076 

40.6 

856 

32.3 

Unspecified 

1 

0.0 

0 

0.0 

0 

0.0 

1 

0.0 

Total 

1850 

69.9 

796 

30.1 

1515 

57.2 

1131 

42.7 

Developaental  Disability: 

Autisa 

20 

0.8 

5 

0.2 

18 

0.7 

7 

0.3 

Epilepsy 

424 

16.0 

194 

7.3 

346 

13.1 

272 

10.3 

Cerebral  Palsy 

277 

10.5 

165 

6.2 

221 

8.3 

221 

8.3 

Other  Developaental  Disability 

169 

6.4 

76 

2.9 

164 

6.2 

81 

3.1 

Total 

890 

33.6 

440 

16.6 

749 

28.3 

581 

21.9 

Mental  Disorders: 

Organic  Mental  Disorders 

11 

0.4 

0 

0.0 

5 

0.2 

6 

0.2 

Psychotic  Disorders 

69 

2.6 

24 

0.9 

49 

1.9 

44 

1.7 

Non  Psychotic  Disorders 

124 

4.7 

40 

1.5 

107 

4.0 

57 

2.2 

Total 

204 

7.7 

64 

2.4 

161 

6.1 

107 

4.0 

Childhood  Disorders: 

Conduct 

118 

4.5 

60 

2.3 

102 

3.9 

76 

2.9 

Other  Childhood  Disorders 

29 

1.1 

6 

0.2 

22 

0.8 

13 

0.5 

Total 

147 

5.6 

66 

2.5 

124 

4.7 

89 

3.4 

Iapairaent  of  Special  Senses: 

Vision  Inpairnents 

116 

4.4 

64 

2.4 

107 

4.0 

73 

2.8 

Hearing  Inpairnents 

44 

1.7 

30 

1.1 

51 

1.9 

23 

0.9 

Total 

160 

6.0 

94 

3.6 

158 

6.0 

96 

3.6 

Convulsive  Disorders 

47 

1.8 

19 

0.7 

35 

1.3 

31 

1.2 

Motor  Disfunctions 

19 

0.7 

17 

0.6 

16 

0.6 

20 

0.8 

Genetic  Coaponent 

72 

2.7 

18 

0.7 

63 

2.4 

27 

1.0 

NOTE:  Percents  calculated  by  dividing  nuiber  colum  by  end  of  year  population  of  2647. 
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TAB LB  3-6 


ALL  NORTH  CAROLINA  MENTAL  RETARDATION  CBNTBRS 
Diagnosis  Frequencies  by  Age  Group 


AGB  GROUP 


DIAGNOSIS 

0 -17 

18-24 

25-34 

35-44 

45-54 

55-64 

65  PLUS 

Mental  Retardation: 

Mild 

1 

5 

17 

13 

7 

3 

7 

Moderate 

1 

16 

59 

53 

19 

13 

27 

Severe 

3 

33 

132 

135 

74 

33 

62 

Profound 

28 

144 

604 

561 

210 

107 

278 

Unspecified 

0 

0 

1 

0 

0 

0 

0 

Total 

33 

198 

813 

762 

310 

156 

374 

Developoental  Disability: 

Autisi 

2 

3 

12 

5 

0 

0 

3 

Bpilepsy 

1 

54 

206 

201 

57 

32 

67 

Cerebral  Palsy 

1 

25 

158 

135 

52 

17 

54 

Other  Developaental  Disability 

1 

29 

84 

78 

18 

6 

29 

Total 

5 

111 

460 

419 

127 

55 

153 

Mental  Disorders: 

Organic  Mental  Disorders 

0 

1 

0 

0 

2 

2 

6 

Psychotic  Disorders 

0 

2 

26 

32 

12 

10 

11 

Non  Psychotic  Disorders 

0 

10 

51 

63 

7 

11 

22 

Total 

0 

13 

77 

95 

21 

23 

39 

Childhood  Disorders: 

Conduct 

1 

16 

69 

45 

9 

11 

27 

Other  Childhood  Disorders 

3 

5 

5 

10 

5 

3 

4 

Total 

4 

21 

74 

55 

14 

14 

31 

Iapairaent  of  Special  Senses: 

Vision  Iapairaents 

2 

11 

62 

47 

26 

9 

23 

Hearing  Iapairaents 

0 

8 

25 

8 

5 

8 

20 

Total 

2 

19 

87 

55 

31 

17 

43 

Convulsive  Disorders 

0 

5 

17 

26 

6 

3 

9 

Motor  Disfunctions 

0 

0 

9 

12 

12 

1 

2 

Genetic  Coaponent 

0 

5 

31 

27 

12 

4 

11 

- 27  - 


NOTB:  Age  groups  are  based  on  current  age. 
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